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THE PA107DP, MP103FC HIGH SPEED, HIGH VOLTAGE LINEAR AMPLIFIERS 

Cirrus Logic power linear amplifiers, featuring the technology of Apex Precision Power, make 
designing with power simple! The PA107DP delivers a 3,000 V/us slew rate to drive piezo actua- 
tors with ground breaking speed. The MP103FC is a dual amplifier with 15 A of output current 
per channel and a 180 V/us slew rate to drive slower piezos but with multiple drivers. 

• High speed rail-to-rail 3,000 V/us (PA107DP), 180 V/us (MP103FC) 

• High power bandwidth 230 kHz 

• Wide dual supply voltage 30 V to 200 V (MP103FC), 40 V to 200 V (PA107DP) 

• High PEAK output current 5 A (PA107DP), 15 A (MP103FC) 

The superior quality and reliability of these off-the-shelf solutions can eliminate design cycle 
headaches and speed your time to market. 
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needed to run demanding applications with ease. Now your team can 
use data-rich modeling to evaluate new design options, predict building 
performance and communicate more productively. 

• Scalable options - select systems are available with up to 192GB of 
memory* and 7.5TB of internal storage 

• A full range of desktop, rack and mobile workstations to fit your needs 

• ISV-certified for 95 leading applications, including Autodesk® 

• Stay up and running with a 3-year Limited Hardware Warranty** and 
optional 24/7 Dell ProSupport™ 




Get Equipped ► 



Find your ideal configuration online. Go to dell.com/smb/vision 
or call your sales rep at 1-877-952-3355 
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• Low thermal resistance to PCB 

• High Current Package - 
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BY BRIAN DIPERT, SENIOR TECHNICAL EDITOR 



Apple's iOS and computing's 
potential future, Part 2 

n last issue's editorial, I commented that, with iOS, the ARM-tailored 
OS X derivative that currently runs on the iPad, iPhone, and iPod touch, 
Apple has the potential to accelerate the transition to its products, thereby 
cementing its resurgence over Microsoft's Windows and other competitors 
(Reference 1). That aspiration became crystal-clear when Apple more 
than a month ago unveiled the second-generation Apple TV Whereas 
the company based the original version on an Intel CPU, an Nvidia graphics 
chip, and an application- tailored version of the Mac 10.4 operating system, 
the newer device runs iOS on Apple's ARM-based A4 CPU. 



The second-generation Apple TV 
doesn't have an associated App Store, 
but most observers believe that Apple is 
developing one. More generally, Apple is 
clearly planning to leverage iOS across 
a diverse group of hardware platforms, 
including, I suspect, traditional desk- 
top- and notebook-computing form 
factors. 

Take the iPad as a leading-edge indi- 
cator of where Apple is headed. If you 
have read my reviews of the system, you 
might think that I'm insane to predict 
that its descendants and derivatives 
will sooner or later become competi- 
tors to traditional computers. You can't 
use a mouse with it, for example, you 
can't print from it, and its "office" suites 
are clunky and lacking features in nu- 
merous aspects versus its PC and Mac 
counterparts. You can, however, teth- 
er a keyboard to it. You can even use a 
mouse, if you "jailbreak" it. 

These facts seem to suggest that these 
limitations are purely Apple's choices, 
not fundamental hardware limitations. 
Printing is coming to the platform in 
iOS 4.2. As for those office-suite issues, 
software inevitably gets beefier and bet- 
ter with time, right? Look at it this way: 
Did you predict what today's comput- 
ers would be capable of doing when you 



first peered at a 1981-era IBM PC? 

With iOS-based products, Steve Jobs, 
Apple's co-founder and chief executive 
officer, gets the complete platform con- 
trol he has long yearned for. His com- 
pany supplies the hardware. His com- 
pany creates the operating system, the 
bulk of the apps for it, and the devel- 
opment-tool suite that others harness. 
This time around, Apple has cultivat- 
ed a large developer community, there- 
by rectifying one of the fundamental is- 
sues that shaped the outcome of past 
Mac-versus-Windows wars, but all the 
software funnels through the Apple 
App Store, with both content control 
and fiscal benefits. Apple can reject an 
app proposal for no clear reason what- 
soever, and it can yank an app from the 
Store under the same policy. As such, it 
can easily subsume others' efforts into 
its own software. Apple even has com- 
plete control over the advertisements 
coming from other companies. And, I'd 
argue, a critical mass of consumers will 
accept all of these shenanigans with 
little to no complaint because, in ex- 
change, they to some degree receive the 
it-all- just- works simplicity that they've 
yearned for over years' worth of strug- 
gles with technology. 

Don't get me wrong; conventional 



computers won t go away any time soon. 
But I'd wager that iOS-based devices 
will receive most of Apple's corporate 
attention in the future. I saw clear evi- 
dence of the trend at this year's Devel- 
oper Conference. On the one hand, I 
clearly acknowledge the consumer con- 
fusion and frustration that are fueling 
the relocation to Apple's walled gar- 
den. Heck, I even heard distinct echoes 
of a similar strategy in Intel Chief Ex- 
ecutive Officer Paul Otellini's keynote 
speech at the Intel Developers Forum, 
as he explained the reasoning behind 
Intel's recent purchase of McAfee. I 
also admire Apple's skillful vision and 
execution in identifying and respond- 
ing to those consumer concerns. 

Ultimately, however, a draconian 
Apple-centric future is one that I be- 
lieve will be in neither the consum- 
er's nor the tech industry's best inter- 
est. No dictator has ever been able to 
wield power benevolently; greed sooner 
or later takes hold — with negative con- 
sequences. Although consumers might 
feel safe and secure with their Apple- 
branded devices and associated servic- 
es, they'll eventually rebel at the high 
prices and limited selection of prod- 
ucts available from Apple-controlled 
distribution channels. Unfortunately, 
at that point, they'll be so locked into 
the "Apple tax" that they'll have no 
other choice. It's up to Apple's compet- 
itors, individually and in partnership, 
to ensure that this undesirable outcome 
doesn't occur by developing superior 
products and services.EDN 

REFERENCE 

9 Dipert, Brian, "Apple's iOS and com- 
puting's potential future, Part 1 ," EDN, 
Oct 7, 2010, pg 8, http://bit.ly/af9guN. 

Contact me at brian.dipert@cancom.com. 
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These tiny new air core inductors 
have the highest Q and current handling 
in the smallest footprint. 

Coilcraft's new SQ air core inductors have unmatched Q 
factors: most are above 200 in the 1-2 GHz range! That's 3 
times higher than comparably sized 0805 chip coils. 

And with their extremely low 
DCR, they can handle 4 to 8 times 
more current: up to 4.4 Arms. 

SQ air core inductors are perfect 
for your LC filter and RF impedance 
matching applications. They come in 
15 values ranging from 6 to 27.3 nH, 
all with 5% tolerance. 
These coils 

are significantly smaller than exist- 
ing air core inductors. We reduced 
the footprint by using close-wound 
construction and keeping the leads 
close to the body. The square shape 
cuts the height to as low as 1.5 mm 
and creates flat top and bottom sur- 
faces for easy automated handling 
and stable mounting. 

See how the ultra-high Q and 
current handling of Coilcraft's 
new SQ air core inductors can 
maximize the performance of 
your next design. For complete specifications and free 
evaluation samples, visit www.coilcraft.com/sq 



Frequency (MHz) 

Q factors are 3X higher than 
standard chip inductors 




The square shape and narrow footprint 
reduce board space by 60-75% over 
conventional air core inductors. 
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Baseline: Analog Change Turn on Enable Turn on 

| Agilent MS07104B channeisoniy timebase MSO deep serial 

I Competitor scope timebase tolOns/div channels memory decode 

20 ns/div. 



■ Measurements taken on the signal using Agilent MSO7104B and a competitor's scope. 

■ Memory depth = display window X sample rate with up to 8 Mpts on Agilent. 

■ Competitor scope's test measurements taken with 2.13 firmware. 



A scope's real world performance depends on more 
than just bandwidth and sample rates. It takes an 
ultra fast update rate to capture infrequent events 
and display the most accurate signal detail. That's 
where Agilent 7000B Series scopes with bandwidths 
from 100 MHz-1 GHz really stand out. Thanks to a 
proprietary chipset, you get faster update rates not 
only in analog mode, but in every mode. That's why 
you see greater signal detail. That's Agilent. 



Agilent and our 
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Right Instrument. 
Right Expertise. 
Delivered Right Now. 



© 201 Agilent Technologies, Inc. 
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Are you using the best scope? 
Take the 5 -minute Scope Challenge. 
Visit www.agilent.com/find/fast 
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INNOVATIONS & INNOVATORS 



Time-domain-based network analyzers 
find 40-GHz, four-port S parameters 



LeCroy Corp has announced a new 
class of instrument, the Sparq series 
of signal-integrity network analyzers. 
With a single button press, Sparq units mea- 
sure 40-GHz S (scattering) parameters on as 
many as four ports at a fraction of the cost of 
traditional frequency-domain instruments. The 
new units' low prices and ease of use widen 
the audience for multiport S-parameter meas- 
urements. The PC-based instruments com- 
bine TDR (time-domain-reflectometry) and 
TDT (time-domain-transmission) technology 
with patented innovations to rapidly acquire 
waveforms and measure a DUT's (device 
under test's) S parameters. The Sparq meas- 
ures both frequency- and time-domain 
results, and outputs standard Touchstone 
S-parameter files that are ready for load- 
ing into simulation software. The rugged, 
portable units include all of the hardware 
and software tools that signal-integrity 
engineers need for characterizing passive 
devices. 

The Sparq calibrates using an internal 
OSLT (open-short-load-through) calibration 
kit, allowing automatic calibration and meas- 
urement with one button press and without 
connecting and disconnecting calibration 
standards. The unit eliminates painstaking, 
lengthy, error-prone calibration procedures. 
E-model Sparq units include both internal- and 
manual-calibration support using an external 
calibration kit. Setup uses one setup screen, 
which governs all S-parameter-measurement 
configurations. With automatic calibration, the 
Sparq de-embeds the attached cables, adapt- 
ers, and fixture to return the S parameters of 
just the DUT. You need not worry about the 
reference-plane location or use separate soft- 
ware to assist in the measurements. 



A standard Sparq includes all of the hard- 
ware and software tools that fast, accurate, 
high-dynamic-range S-parameter measure- 
ments require. You can measure single- 
ended, differential, and magnitude and phase 
S parameters and view corresponding time- 
domain results, including step response, 
impulse response, reflection coefficient, and Z 
normalized to a user-selectable rise time. You 
can also view TDR and TDT waveforms. 

The Sparq software is familiar to users of 
the manufacturer's Windows-based oscillo- 
scopes, sharing the same look and feel and 
user-friendly operation. Displays can simulta- 
neously present as many as 1 6 S-parameter- 
result waveforms, with the ability to zoom, 
reposition, and perform math and measure- 
ments on waveforms in a manner similar to 
that of the manufacturer's oscilloscopes. The 
40-GHz, four-port Sparq-4004E includes 
internal calibration and has a US list price 
of $49,990; the 40-GHz, two-port Sparq- 
4002E includes internal calibration and costs 
$37,490; and the 40-GHz, two-port Sparq- 
4002M offers manual calibration and costs 
$24,990. -by Dan Strassberg 

LeCroy Corp, www.lecroy.com. 



ESTALKBACK 

"I bristle at your 
assertion that 
wires are unsight- 
ly. I consider wires 
and antennas 
things of beauty. 
Of course, my 
wife does not, so 
guess who wins 
that battle?" 

—Engineer Ray Mack, in EDN's 
Talkback section, at http://bit. 
ly/d4qsF3. Add your comments. 



The Sparq signal-integrity network 
analyzer uses time-domain tech- 
niques to take measurements that, 
with traditional frequency-domain 
instruments, require tedious, pains- 
taking calibration. Although Sparq 
lacks the dynamic range of vector- 
network analyzers, its dynamic range 
is adequate for most signal-integrity 
work, and its built-in autocall bration 
dramatically shortens measurement 
times. 
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Improving RF Transmission Efficiency 





RF Power amplifiers used in cell phone 
applications are typically powered directly from the 
battery. This creates a challenge for the designers: 
as RF devices, the power amplifier adjusts the 
voltage and current based on the transmission. 
Inefficiencies are created when the PA supply 
voltage and the output voltage are different. 

The MIC2808's DAC controlled adjustable voltage 
output feature minimizes the input to output 
voltage differential, thus improving efficiency and 
battery life. The voltage is adj usted based on real- 
time needs of the PA to achieve the most efficient 
operation at any given transmit power level. 

For more information, contact your local Micrel 
sales representative or visit Micrel at: www. 
micrel.com/ad/ mi c 2808. 



© 2010 Micrel, Inc. All rights reserved. 

Micrel and Innovation Through Technology are registered trademarks of Micrel, Inc. 



Ideal for use in: 

♦ CDMA2000 mobile phones 

♦ UMTS/ WCDMA mobile phones 

♦ Power amplifier modules (PAMs) with linear PAs 

♦ WiMAX/Wibro modules 

♦ WiFi modules 

♦ DECT handsets 
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Mentor accelerates embedded-system design only approach can minimize 



Mi 



lentor Graphics has 
introduced the Men- 
I tor Embedded Ready- 
Start Platform, which is avail- 
able in a version that uses the 
Nucleus operating system and 
another version that uses the 
Nucleus and Android operat- 
ing systems. It combines inte- 
grated software IP (intellectual 
property) with tools and ser- 
vices to support processor- 
based boards and SOCs (sys- 
tems on chips). 

Shay Benchorin, director of 
marketing and strategic alli- 
ances at Mentor's embedded- 
systems division, says that 
ReadyStart quickly gets users 
up and running, with out-of- 
the-box bring-up time as low as 
1 5 minutes. ReadyStart comes 
with ready-to-use demonstra- 
tions applicable to medical, 
industrial, automotive, and con- 
sumer devices. Benchorin cites 
printers; RFID (radio-frequency- 
identification) systems; lighting 
controls; LED drivers; motor 
controllers; HVAC (heating/ven- 
tilation/air-conditioning) pumps 
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and compressor motors; blood 
analyzers and portable medical 
devices; surveillance, access- 
control, and alarm systems; 
and white goods as potential 
targets for ReadyStart-based 
design efforts. 

ReadyStart tightly 
integrates Mentor's 
Nucleus real-time 
operating system 
with Mentor's In- 
flexion platform user- 
interface runtime 
engine for 2- and 
3-D graphics and 
wired- and wireless- 
connectivity middle- 
ware. ReadyStart for 
Nucleus now sup- 
ports SOCs and 
boards from Atmel 
(www.atmel.com) and Texas 
Instruments (www.ti.com), 
and Mentor plans future sup- 
port for Freescale (www. 
freescale.com), Marvell (www. 
marvell.com), and other semi- 
conductor vendors. 

For multiple-operating-sys- 
tem applications on multicore 



processors, Mentor provides 
a version of ReadyStart that 
includes Android, Nucleus, 
Inflexion, middleware, and 
MCAPI (multicore-communica- 
tions application-programming- 




Mentor's embedded ReadyStart Platform for Android 
and Nucleus employs this user interface and enables 
the demonstration of a printer incorporating the 
Freescale P1022 chip. 



interface)-compliant interoper- 
ating-system communication. 
The ReadyStart multiple-oper- 
ating-system platform currently 
supports the Freescale P1022 
dual-core SOC. 

Benchorin sees a trend toward 
the Nucleus-only approach for 
low-cost products. A Nucleus- 



DILBERT By Scott Adams 



V P. OF ENGINEERING 



THEN I HAD THE IDEft 
OF 5/WING FAONEY BY 
COMBINING OUR FOUR 
DATABASES, 




EXCUSE ME. THAT 
UJAS ALICE'S IDEA, 
YOU SAID IT UAS 
IMPOSSIBLE, SO 
SHE DID IT ON 
HER OWN TIME, 




CARRY ON. I'LL 
JUMP IN IF I 
NOTICE ANY 
MORE ERRORS. 




power consumption and enable 
a BOM (bill-of-materials) cost as 
low as $25 for a low-end set-top 
box. 

ReadyStart complements 
Atmel ARM-based devices 
because mutual customers 
want an integrated 
hardware/soft- 
ware platform that 
addresses power- 
management and 
embedded-graphics 
capabilities as well 
as traditional stacks 
for communication 
interfaces, such as 
USB (Universal Serial 
Bus) and Ethernet, 
according to Jacko 
Wilbrink, Atmel's 
marketing direc- 
tor for ARM-based 
products. Mentor's custom- 
ers who develop smart-home 
metering, industrial automa- 
tion, medical, white-good-con- 
trol-panel, and secure-terminal 
applications will realize cost 
savings in using the product, 
he says. 

The ReadyStart Platform 
for Nucleus for a single proj- 
ect with two developer seats 
costs $24,995 and includes 
the Nucleus real-time operating 
system, wired- and wireless- 
connectivity middleware, and 
the Inflexion user-interface run- 
time engine. JTAG (Joint Test 
Action Group) probe support is 
also available. 

—by Rick Nelson 
Mentor Graphics, 
www.mentor.com. 



RV-3029-C2 REAL TIME CLOCK MODULE 

WORLD SMALLEST CERAMIC PACKAGE 
DIGITAL TEMPERATURE COMPENSATED RTC 
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Voltage Range: 1.3 to 5.5V, SPI & l 2 C Interface 
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Rarely Asked Questions 



Is amplifier headroom cramping your style? 



Q: When running on a 
single supply, my op amp's 
output is highly distorted. 
Could this be some kind 
of headroom issue? 

Al Headroom is definitely 
one of many reasons why the 
output could be distorted. For 
those of you new to the term, 
headroom is a measure of how 
close the input and output of an 
amplifier can swing to the supply 
rails. You may also hear the term 
footroom, which refers to distance 
from the negative supply, but headroom 
commonly applies to both rails. Therefore 
an amplifier with ±0.8 V of headroom can 
swing to within 0.8 V of the supplies. 



Fortunately, an amplifier's headroom 
requirements can quickly be determined 
from the datasheet specifications or per- 
formance plots. Input headroom is the dif- 
ference between the input common-mode 
voltage range (ICMVR) and the supply volt- 
age. Output headroom is the difference 
between the output voltage swing and the 
supply voltage. Exceeding the ICMVR or 
asking the amplifier to deliver more than the 
specified output swing will certainly distort 
the output signal. 

Running on a single supply can further com- 
plicate matters. Just about every amplifier 
can be run on a single supply. The amplifier 
doesn't care if a single 10 V supply or dual 
±5 V supplies are used; it sees 10 V across its 
supply pins in both cases. There is a differ- 
ence at the input, however. With symmetri- 
cal bipolar supplies, the mid-supply voltage 
is zero; with a single supply, the mid-supply 
voltage is half of the supply voltage. 

For ground-referenced signals, bipolar 
supplies are preferred because both are 




referenced to ground (mid-supply). In single- 
supply applications, the input signal must 
be offset to match the mid-supply voltage 
in order to maximize amplifier headroom 
and minimize power dissipation. This can 
be either done at the signal source or at the 
amplifier input. At the amplifier input, ac 
coupling may be required and a new mid- 
supply bias voltage must be established, 
increasing the circuit complexity. 

One alternative to this problem is to use a 
"true" single-supply amplifier. The ICMVR 
of these amplifiers includes the negative 
rail, helping to alleviate ICMVR issues. 
A second alternative is to use rail-to-rail 
amplifiers, which have inputs and outputs 
that can swing within a few millivolts of the 
supply rails. A third alternative is to use an 
amplifier that includes a charge pump to 
internally generate the negative rail. 

So if your amplifier design leaves you feel- 
ing a bit cramped, kick off your shoes and 
relax. There are many ways to find a little 
more headroom or footroom. 



To 
Ai 

http: 



To Learn More About 
Amplifier Headroom 

http://dn.hotims.com/27759-101 
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Negative-output, 36V low-dropout 
regulator supplies 200 mA 



Texas Instruments' new 
TPS7A30 negative-out- 
put low-dropout linear 
regulator is stable with any 



output capacitance— ceramic 
or otherwise— greater than 2.2 
jiF. The dropout voltage is 21 6 
mV at a 100-mA output cur- 




Texas Instruments' new TPS7A30 negative-output low-dropout 
regulator has an enable pin and a noise-reduction/soft-start pin, 
which enable you to lower noise and provide for soft start by 
adding a small capacitor. 



rent. The device accepts inputs 
of -3 to -36V. An adjustable- 
output version lets you set out- 
put voltages of -1 .1 8 to -33V. 
Fixed versions have 1.5% 
nominal accuracy over load, 
line, and temperature. Output 
noise is 15.1 mV rms, and 
PSRR (power-supply-rejection 
ratio) is 72 dB at 1 kHz and 55 
dB from 10 to 700 kHz. The 
devices have an enable pin 
and an NR/SS (noise-reduc- 
tion/soft-start) pin, which allow 
you to lower noise and provide 
for soft start by adding a small 
capacitor. Maximum supply 
current is 3 jiA in shutdown 
mode. Quiescent ground cur- 
rent ranges from 55 jiA at OA 
output current to 950 jiA at 
100-mA output. 

The regulators target use in 
noise-sensitive applications, 



SThe regula- 
tor is stable 
with any output 
capacitance 
greater than 2.2 
|jF, and it ac- 
cepts inputs of 
-3 to -36V 



such as test equipment; indus- 
trial, networking, and telecom 
equipment; base stations; 
microwave and radio links; 
noise filtering for receiving, 
transmitting, and power ampli- 
fiers; and medical equipment. 

The TPS7A30 is available in 
MSOP-8 PowerPAD packaging, 
operates over -40 to +1 25°C, 
and sells for $1 .50 (1000). The 
TPS7A30-49EVM-567 evalua- 
tion module sells for $20. 

—by Paul Rako 

Texas Instruments, 
www.ti.com. 



New chip process enables 

wireless and power management on one IC 



Power management is a common thread in almost all 
emerging applications that rely on electronics: Mobile- 
system applications have the limiting factor of a finite 
battery-power budget, whereas permanent-system 
applications may reside far away from ac-mains elec- 
tricity and must survive on harvested energy or battery 
power. 

However, these devices usually interact with their 
environments, taking input from sensors and outputting 
control signals to lights or energy monitoring and com- 
municating with a network. In an effort to streamline 
both circuit size and component count in such applica- 
tions, IBM's foundry service has introduced a high-volt- 
age, mixed-signal process, CMOS-7HV, which allows the 
combination of power management and wireless power 
on one chip. 

One example of the importance of wireless-enabled 
power-management chips is in Smart Buildings, in 
which sensor-enabled control of lighting systems can 
save a sizable amount of building energy. Each light 
needs power management, for example, to perform ac/ 
dc or dc/dc current-regulated power management for 
LED luminaires, and each must also process informa- 



tion, such as occupancy detectors and ambient-light 
sensors, communicating the information back to the 
building's control network. Implementing the power 
and wireless-communications functions on one chip 
saves space and potentially reduces costs— both vital 
in retrofit lighting. Another application is in electric and 
hybrid vehicles, in which wireless power-management 
chips could cut as much as 30% from the weight of the 
car's wiring harnesses, an important factor in gasoline- 
efficient cars. 

The CMOS-7HV process features 180-nm lithogra- 
phy; triple-gate-oxide, high-voltage-CMOS technology, 
including 20 to 50V FETs that are extendable to 120V; 
shallow-trench isolation; and 150,000 circuits/mm 2 . 
RF features include precision poly, diffusion, and well 
resistors; vertical natural-MIM (metal/insulator/metal) 
capacitors for high-voltage use; varactors; high-voltage 
Schottky barrier diodes; and low-current inductors. IBM 
is rolling out the new chip-making process to manufac- 
turers in the consumer-electronics, industrial, automo- 
tive, digital-media, and alternative-energy segments. 

—by Margery Conner 

IBM, www.ibm.com. 
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DSOs offer 20-GHz real-time bandwidth 
on four channels, 45 GHz on one, 
no noisy bandwidth fix 



A few companies com pete 
fiercely in the top-of- 
the-line real-time DSO 
(digital-storage-oscilloscope) 
market, but until now only one 
had produced a scope that 
achieves 20-GHz bandwidth 
on four channels at once. 

Competitors express skepti- 
cism about that manufacturer's 
technique for enhancing band- 
width. The technique uses dig- 
ital-signal processing to com- 
pensate for frequency-depen- 
dent attenuation that would 
otherwise affect components of 
the signal that lie above approxi- 
mately one-third of the sam- 
pling frequency. However, this 



drive-analyzer) scopes in the 
new 20-model 8Zi-A series 
include 1 units that each pro- 
vide 20-GHz bandwidth on 
four channels simultaneously 
without resorting to the kind of 
bandwidth enhancements its 
competitor employs. As a result, 
LeCroy claims that, especially 
when you select 20-GHz, four- 
channel bandwidth on the units 
that offer it, its new scopes intro- 
duce significantly less jitter and 
noise than do the competitor's 
bandwidth-enhanced units. 

The new scopes achieve their 
high bandwidth despite using 
40G -sample/sec/channel digitiz- 
ers, which are 20% slower than 




With its -3-dB frequency of 45 GHz, the WM845Zi-A claims the 
prize for the industry's highest real-time bandwidth. Its ability to 
simultaneously display four 20-GHz or two 30-GHz signals with- 
out the use of bandwidth-enhancement techniques that magnify 
high-frequency noise many be more important to many users, 
however. 



approach exacts a potentially 
crippling penalty on the perform- 
ance of bandwidth-enhanced 
scopes: higher noise when 
you switch on the bandwidth 
enhancement. 

LeCroy's four-channel WM 
(WaveMaster), SDA (serial- 
data-analyzer), and DDA (disk- 



the 50G-sample/sec/channel 
units of the competitor's instru- 
ments. LeCroy notes that, as 
long ago as 2002, it successfully 
marketed a scope that, like the 
8Zi-A units, sampled at just two 
times its -3-dB frequency. The 
company considers the small 
amount of low-frequency alias- 



ing that can appear when you 
view signals containing compo- 
nents near the -3-dB frequency 
to be a reasonable price to pay 
for lower noise that allows a sig- 
nificantly more detailed view of 
the displayed signals. Moreover, 
unlike the bandwidth-enhanced 
scopes, 8Zi-A units that feature 
20-GHz, four-channel band- 
width let you use the highest 
sensitivities at bandwidth set- 
tings greater than 1 6 GHz. 

The 8Zi-A series includes one 
WM model and one SDA model 
that also offer 45-GHz real-time 
bandwidth on one channel that 
effectively takes 1 20G samples/ 
sec. The company achieved this 
performance with its proprietary 
DBI (digital-bandwidth-inter- 
leave) frequency-domain-based 
real-time-sampling technol- 
ogy. Previously, only sequential- 
sampling oscilloscopes could 
acquire more than 1 00G sam- 
ples/sec/channel and achieve 
bandwidth greater than 30 
GHz. However, sequential-sam- 
pling scopes are equivalent-time 
devices that cannot capture 
single-shot transients, and they 
acquire waveforms more slowly 
than do real-time scopes. 

Several other 8Zi-A scopes 
also feature DBI. These instru- 
ments sample two channels at 
80G samples/sec/channel and, 
depending on the model, pro- 
vide two-channel bandwidth of 
25 or 30 GHz. Two models offer 
both two-channel, 80G-sample/ 
sec, 30-GHz acquisition and 
single-channel, 45-GHz, 
1 20G-sample/sec modes. 

In WM units, the base amount 
of waveform memory is 20M 
samples/channel, with options 
to increase that number to as 
much as 256M samples/sec/ 



els, the base waveform memory 
is 32M samples/sec/channel, 
which you can also increase 
to 256M samples/channel. In 
models that contain waveform 
memory of this depth and in 
which DBI triples the sampling 
rate to 1 20G samples/sec, the 
memory depth becomes 768M 
points, or 6.4 msec. Because 
the use of DBI always increases 

SThe scopes 
use Windows 
7 and a 3-GHz 
quad-core 
Pentium 
processor. 

the waveform-memory depth in 
proportion to the sampling rate, 
you can also capture records of 
this duration at 40G samples/ 
sec on four channels or 80G 
samples/sec on two channels. 

Besides the 32M-sample/ 
channel base memory, the SDA 
and DDA models incorporate 
additional analysis software that 
the WM models lack. However, 
LeCroy can upgrade any of the 
series' 20 models to any other 
that offers more features or 
higher performance. Technically, 
downgrades are also possible, 
but the company is not consid- 
ering offering them. 

The 8Zi-A units use the 
Windows 7 OS and a 3-GHz 
quad-core Pentium proces- 
sor with 8 G bytes of processor 
RAM, making them, according 
to LeCroy, the only scopes that 
can perform full analysis pro- 
cessing on the entire contents 
of their waveform memories. US 
prices for the 8Zi-A series range 
from $68,490 for a 4-GHz- 
bandwidth, 40G-sample/sec/ 
channel WM unit to $314,000 
for an SDA 45-GHz bandwidth, 
1 20G-sample/sec/active chan- 
nel SDA unit. 

—by Dan Strassberg 
LeCroy Corp, 



channel. In SDA and DDA mod- www.lecroy.com 
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We built a scope with 
the fastest acquisition 
system ever 
so you can capture 
the rarest alitches. 
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VOICES 

NEDA's Robin Gray: 
components of opportunities 
and challenges 

Robin Gray, Jr, executive vice president at NEDA (National 
Electronic Distributors Association, www.nedassoc.org), 
discusses the opportunities and challenges the electron- 
ics supply chain faces as it finishes 2010 and looks to 201 1 . An 
excerpt of his recent discussion with EDN follows. Read the com- 
plete interview at www.edn. com/1 01 021 pa. 



Has the electronics supply 
chain recovered from 2009's 
economy? 

Bit depends on your per- 
spective. Last year was 
a down year, but it wasn't an 
abysmal year for distributors 
and manufacturers of elec- 
tronic components. Business 
was definitely off from the pre- 
vious year, but it didn't go 
negative [as it did in] a lot of 
other industries. This year has 
been a strong growth year in 
sales profitability and average 
selling prices. 

On the other hand, cus- 
tomers saw longer leadtimes 
and increasing prices. So, 
depending on your perspec- 
tive of the supply chain, 201 
is a good year or a not so 
good year. 

Even having said that, for 
a lot of sectors in 201 0, busi- 
ness remained good. In our 
electronics-components 
industry, things looked posi- 
tive compared to the overall 
economy. 

Some leadtimes are at 
20-plus weeks. Do you see 
supply and demand stabiliz- 
ing at any time in the near 
future? 

Not really. A lot of com- 
panies learned the les- 



son of 1999/2000 and the 
dot-com/telecom implosion. 
That downturn was the big- 
gest we had seen. The les- 
sons we took away from that 
[downturn] were: Watch your 
inventory levels, and don't 
expand capacity so much 
that you are caught with an 
oversupply of inventory. 

Right now, inventory levels 
remain lean. You don't see 
many manufacturers ramp- 
ing up production. There is 
an uncertainty about where 
the economy is going. Most 
people I talk to are uncertain 
month to month about where 
things are going. I doubt that 
many companies want to 
invest in expansion to shorten 
leadtimes. 

How does migrating manu- 
facturing overseas impact 
distributors and distribu- 
tion, traditionally a North 
America-based business? 
For all intents and pur- 
poses, that migration is 
over. To a certain extent, there 
is a movement to other low- 
cost regions other than China. 
There's little impact now. 
High-volume [distribution], 
which followed your big-time 
customers that did outsource 
or move to Asia, switched to 
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design functions or expanding 
their presence overseas, 
whether that was through 
acquisition or starting up new 
distributors. 

As for manufacturers, a lot 
that moved to China did so to 
take advantage of low-cost 
labor but also to get an entry 
into the Chinese market. With 
increased government regula- 
tion in China, a lot of compa- 
nies are rethinking their com- 
mitment to China. If they are 
there only for the low-cost 
labor, they can go elsewhere 
now. If they want to stay in 
the market and sell into the 
market, then they are prob- 
ably going to stay. 

Movement into China has 
also brought some big 
problems to the electronics 
supply chain. The principal 
one is counterfeiting. Has 
there been any improve- 
ment in thwarting counter- 
feiting globally? 

Not in the sense that 
RJ there has been much of 
a dent made in stopping 
counterfeiting. On the other 
side, the government and 
more large customers, partic- 
ularly customers that sell to 
the military or to aerospace 
and aviation, have become 
concerned about counterfeit 
[products]. 

The government is increas- 
ingly doing things about that 
problem, whether it is through 
enforcement or mandating 
through regulation govern- 
ment-procurement practices 
that would prevent or mini- 
mize the risk of getting coun- 



terfeit products— and that 
would be first buying from 
authorized sources, whether 
that's directly from the manu- 
facturer or from an authorized 
distributor. 

What are the biggest mar- 
ket opportunities and chal- 
lenges for distributors in the 
design chain and fulfillment 
as we move into 201 1? 

Finding the right part- 
Hi! nership expertise and 
suppliers to gain entry into 
emerging markets, such as 
alternative energy and lighting, 
for example. There's a learn- 
ing curve that's involved, and, 
because a lot of these cus- 
tomers are not established or 
well-known, there's a lot of 
work to be done to develop 
those companies and find the 
right ones. A lot of them are 
going to fail, but some will 
emerge as winners. 

Telecom infrastructure 
and broadband are grow- 
ing strongly right now. With 
so many smartphones being 
built and so much bandwidth 
being needed to support that 
[technology], telecom compa- 
nies are rapidly building their 
infrastructure. A lot of goods 
are being sold into the con- 
sumer side in smartphones 
and other devices, such as 
iPads, that are heavily using 
broadband access, and the 
telecom-company custom- 
ers are buying finished goods 
and components to build that 
infrastructure. 

The risk of that approach, 
of course, is too-optimistic 
forecasts by phone manufac- 
turers that they are going to 
grab market share from [their 
competitors] or to have tech- 
nology that the consumer 
doesn't invest in or too much 
expansion, which leads to a 
glut of inventory, 
—interview conducted and 
edited by Suzanne Deffree 
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New family of high-density power components enables fast, adaptable designs 




Example Application 
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0.7 V, 50 A 
(35 W, regulated) 

Area 7.1 cm 2 / 1.1 in 2 



12 V, 10A 
(120 W, non-regulated) 

(or split to lower power, 
lower voltage loads) 
Area 3.6 cm 2 / 0.55 in 2 

+3.3 V, 25 A 
(82 W, regulated) 

Area <7.5 cm 2 / 0.825 in 2 



-3.3 V, 25 A 
(82 W, regulated) 

Area <7. 5 cm 2 / 0.825 in 2 
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• 1/32 brick footprint 

• Up to 97% efficiency, up to 1300 W/in 3 

• 200W PRM™ Regulator 

• 50A VTM™ Current Multiplier 

• 120W BCM™ Bus Converter 

Half-size V»l Chip modules increase 
design flexibility for configurable, 
high-density, low-profile power system 
solutions and effectively address lower power 
applications with better efficiency and 
state-of-the-art performance. 



Visit 

www.vicorpower.com/rp/half-chip_edn 
for more information 
and to order samples online. 



All parts available from stock NOW! 



800-735-6200 



vicorpower.com/rp/half-chip_edn 
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BAKER'S BEST 




BY BONNIE BAKER 



Absorb current spikes and noise 
with a simple technique 

When using an 8- to 14-bit ADC in your system, it is 
critical that you understand the voltage-reference 
path to the converter. Figure 1 shows a circuit that 
accommodates the dynamics of the ADC's reference 
input. In this figure, the voltage -reference chip pro- 
vides a voltage foundation for the conversion process 
and a capacitor, C L1 , to absorb the ADC's internal reference circuitry cur- 
rent spikes and filter- reference noise (Reference 1). It is important not 
only to reduce voltage-reference noise in this circuit but also to balance 
the stability of the internal voltage-reference amplifier. 



When addressing the noise issue with 
this circuit, the ADC transfer function 
reveals the role of the voltage-reference 
noise, according to the following eqiia- 
tion: CODE=V IN (2 N /V REF ), where V IN is 
the input voltage to the ADC, N is the 
number of ADC bits, and V REF is the 
reference voltage to the ADC The ref- 



VOLTAGE 
REFERENCE 



BANDGAP 
REFERENCE 




:esr 




ADC 



Figure 1 This circuit accommodates the 
dynamics of an 8- to 14-bit ADC's refer- 
ence input. 



FULL-SCALE/2 FULL-SCALE 
ADC INPUT VOLTAGE 

Figure 2 The reference noise at the out- 
put of the converter grows larger with 
the analog input voltage. 



erence-voltage variable includes all er- 
rors associated with the reference chip, 
such as accuracy, temperature varia- 
tions, and noise. In all cases, reference 
errors become part of the gain error of 
the ADC system. 

You can calibrate most of these errors 
with the system processor or control- 
ler. If you are measuring several points 
from the negative full-scale to the posi- 
tive full-scale of your ADC, you will see 
a gain error from these errors as a func- 




tion of the converter's input voltage. 
Noise is one error that you cannot cali- 
brate with your processor or controller. 
The reference noise at the output of the 
converter grows larger with the analog 
input voltage (Figure 2). 

Data sheets for most voltage referenc- 
es have an output-voltage-noise speci- 
fication over a 0.1- to 10-Hz frequen- 
cy range. Some manufacturers include 
specifications for the voltage-reference 
output-noise density. This specification 
usually refers to noise in the broadband 
region, such as the noise density at 10 
kHz. Regardless of how the manufactur- 
er specifies the noise of this reference, 
however, an added lowpass filter reduc- 
es overall noise at the reference output. 
You design this filter with a capacitor and 
the ESR (equivalent series resistance) of 
the capacitor. You ensure stability in the 
design by using the same techniques rec- 
ommended in Reference 2. 

The accuracy of Figure l's volt- 
age reference is important; howev- 
er, you can calibrate any initial inac- 
curacy with hardware or software. On 
the other hand, eliminating or reduc- 
ing reference noise while absorbing the 
current spikes on the ADC's reference 
pin requires characterization and hard- 
ware-filtering techniques. 

Next month's column will investi- 
gate and design a voltage-reference cir- 
cuit that is appropriate for 16-bit and 
greater converters. EDN 
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Renesas Extreme 32-bit Flash MCUs 

All the real time control, signal processing, and connectivity you need.... without penalty 




Performance Without Sacrifice 



100MHz - 165DMIPS - FPU 
Zero-Wait Flash - 500u A/MHz 

RX600 series MCUs based on the revolutionary new 
RX CPU core are here. Full CPU performance is 
unleashed by the fast 90 nm Flash memory, feeding 
instructions to the CPU even at full speed. No waits, 
no stalls, no memory acceleration is required, just 
pure predictable performance for your embedded 
control and DSP tasks. 



Key Features \ 

■RX High-performance 32-bit CPU 

-100MHz, 1.65 DMIPS/MHz 

- 32-bit FPU and MAC integrated into the CPU core (no coprocessor) 

- Harvard Architecture CPU with 5-stage Pipeline 

- One clock per instruction, only 5-clock Interrupt Response 

■Zero-Wait 90 nm Flash 

- No Memory Acceleration required, making very deterministic embedded control 
- 1 00MHz, 1 nsec access, 64KB to 2MB 

■Low Power Consumption 

- 500 uA/MHz with all peripherals on 

- Under 1 uA Deep Standby (RX61 0) 

■Code Efficiency 

- Multiple-Length CISC Instructions 

- 25% Smaller Code Size than popular 32-bit MCU architectures 

■Development Tools 

- Full Integrated Development Environment with Renesas HEW, IAR, and GNU/Eclipse 



Product Line 




General Purpose 



Up to 2MB Flash & 1 28KB SRAM for embedded control apps 
with high CPU processing capability & lots of I/O. 



Network 



Ethernet (N/A on RX621), USB Host/Device/OTG, 

CAN & 1 2-bit ADC for networked embedded control apps. 

Up to 2ch USB Host/Device/OTG. 



Motor & Inverter Control 



Specific timers, fast 12bit ADCs, and special op amps with 
programmable gain for low-cost motor control & solar panel 
power inverters. Reduce the number of external components. 
Controls up to two motors at once. 



RX600 Series Block Diagram 




DMA & Event 
System 



Fast Interrupt 
Handler 



Clock 
Generation 



Memory I Analo 9 



Zero-wait Flash 

up to 2MB 



12-bit ADC 

Prog Op Amps 
Multi-sample/Hold 
Comparators 



Motor Control 

3-phase PWM 
Dead-time Insertion 
Shunt Control 
PFC, QEI 



Timer Pulse 
Unit 



Compare/Match 
Timer 



General Purpose 
Timer 



Multi-function 
Timer 



Prog Pulse 
Generator 



Watchdog 
Timer 



Real-time Clock 



Ethernet 

10/100 
MAC with DMA 



USB 

12Mbps 
Host/Device/OTG 



CAN 
LIN 
|2C 
SCI/UART 
SPI 



External Bus 

with SDRAM 



#lvACU 




Experience the power of RX and learn about the entire family. 

Register to be eligible to receive a FREE RX development kit or equivalent. 

http://am.renesas.com/ReachRX600RDK7a 




Renesas Electronics Corporation 



No.1 supplier of microcontrollers in the world 

Source: Gartner, "Semiconductor Applications Worldwide Annual Market Share: Database" 25 March 201 0. This is the 2009 ranking b 
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PRYING EYES 



PAULRAKO TECHNICAL EDITOR 



The West Bend No. 1 electric- 
frying-pan thermostat 

About 15 years ago, I bought a Grants electric fry- 
ing pan on eBay for $10- Recently, the knob of 
the pan's West Bend thermostat stopped turning. 
Knowing that putting pliers to it would only break 
the knob or strip the knurling, I opted instead to 
disassemble the unit. The threaded shaft that the knob oper- 
ated had dried out and seized. Lubricating the threads with 
Tri-Flow fixed the thermostat. The thermostat also has a neon 
light that had stopped operating due to age. When I shined a 
bright light on the failed neon lamp, it started working again 
because the light preionizes some of the noble gases inside the 
lamp. The lamp stopped working when I reassembled the unit 
because it was mostly shielded from ambient light. 





[+1 Go to www.edn.com/pryingeyes 
for past Prying Eyes write-ups. 



Prying off the metal label revealed a dreaded sight: 
a snap ring designed only to go on, not come off 
for service. I managed to pry the ring off with a 
0.4x2x60-mm, flat-blade Stahlwille screwdriver. 
A spring holds the knob against the body as the 
central shaft moves in and out. I glued the label 
back on with silicone aquarium cement. 




A neon light with a series 
dropping resistor is wired 
across the two output 
terminals so that the lamp 
glows when the thermostat 
closes and power travels to 
the pan's heating element. 



A loop of wire over 
one of the three screw 
bosses serves as a wire- 
strain relief. The bottom 
cover has bumps that 
clamp the wire when it 
is assembled. 



The knob seized because lack of lubrication caused 
the threads in the metal frame to seize. To free up 
the threads, I sprayed them with Tri-Flow spray 
lubricant and carefully worked the knob back and 
forth in small increments, using pliers when neces- 
sary. When the threads were properly lubricated, I 
could turn the knurled shaft with my fingers. 



/ ■ - 



The steel tube that 
inserts into the frying pan 
has a bimetallic element 
that operates the contact 
points as it bends with 
applied temperature. 



A bare braided wire allows 
heat from the barrel contact 
to dissipate before it reaches 
the thermostat assembly. 



Rotating the temperature knob 
pushes the lower contact 
leaf closer to or farther from 
the bimetallic spring. When 
the lower leaf is far from the 
bimetallic spring, it must heat 
up more to bend far enough to 
open the contact points. 




Applying a few spritzes of DeoxIT liquid 
on the contacts cleans, protects, and 
lubricates them when they engage the 
pins on the frying pan. I found a busi- 
ness card, from an honored competitor, 
with a good abrasive texture and cut it 
into strips that I ran between the contact 
surfaces after I applied the DeoxIT. 



24 EDN | OCTOBER 21, 2010 



©20ioThe MathWorks, Inc. 
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PHYSICAL 

SYSTEMS 



m 



Simulink 

with Simscape™ 



• Electrical 

• Mechanical 

• Hydraulic 
and more 



Use SIMSCAPE with SIMULINK 
to model and simulate the plant 
and controller of an embedded 
system. Assemble your model with a 
graphical interface, or import physical 
models from CAD systems. Use built-in 
components or create your own with 
the Simscape language. 



MATLAET 

Simulink 8 



MathWorks 9 

Accelerating the pace of engineering and science 



Find it at 

mathworks.com/accelerate 

datasheet 
video example 
trial request 




RON ICS 

^ FRESH IDEAS ON INTEGRATING 

» MECHANICAL SYSTEMS, 
ELECTRONICS, CONTROL SYSTEMS, 
AND SOFTWARE IN DESIGN 




Control design: 
pervasive and perplexing 

Feedback, feedforward, and a disturbance observer get the job done. 



Control is a hidden, enabling technology that is pres- 
ent in almost every engineered system. Despite this 
fact, control-system design is still mysterious and of- 
ten falls in the domain of a specialist- Every engineer must 
now know how to create, implement, and integrate a control 
system into a design from the start of the design process- To 
effectively accomplish these goals, an engineer must under- 
stand how to balance performance, low cost, robustness, and 
efficiency. 

You can best evaluate a design concept through modeling, 
not through building and testing, because modeling provides 
true insight on which to base design decisions- A hierarchy 
of models of varying complexity and fidelity exists, but a sim- 
ple design model — dominant dynamics — that captures es- 
sential attributes is the most useful. An integrated control 
system can enhance a design through stabilization, command 
following, disturbance and noise rejection, and robustness. 
You can accomplish all of these goals through a combined 
approach, rather than with one feedback controller. 

To best understand this combined approach, I had ex- 
tensive discussions with Rob Miklosovic, PhD, a leading 
mechatronics innovator at Rockwell Automation (Cleve- 
land, OH). Figure 1 illustrates the approach. The design 
model typically finds use in both feedback- and feedforward- 
controller design. However, in practice, the physical system 




Kevin C Craig, PhD, 
is the Robert C Greenheck 
chair in engineering 
design and a professor of 
mechanical engineering, 
College of Engineering, 
Marquette University. 
For more mechatronic 
news, visit mechatronics 



FEEDFORWARD 
CONTROLLER 



FEEDBACK 
CONTROLLER 



FILTER 




DISTURBANCE 
OBSERVER 



Figure 1 An integrated control system can enhance a design through stabilization, com- 
mand following, disturbance and noise rejection, and robustness. 



deviates from that design model. A 
disturbance observer regards any dif- 
ference between the physical system 
and the design model as an equiva- 
lent disturbance to the model. It es- 
timates the disturbance and uses it as 
a cancellation signal. So in addition 
to enhancing disturbance rejection, 
the disturbance observer makes the 
physical system behave as the de- 
sign model over a certain frequency 
range, thereby simplifying the de- 
sign of the feedback and feedforward 
controllers. Because you cannot re- 
alize a design-model inverse, you 
must add a unity-gain lowpass filter 
specifying the observer bandwidth. 

Next, the feedback controller zone.com. 
forces dynamic consistency by mit- 
igating the effects of model uncer- 
tainty and disturbances, usually with high gain and integral 
control. Engineers commonly make the mistake of design- 
ing the feedback controller for desired output with no regard 
for robustness, only to find poor performance when they ap- 
ply the controller to the physical system. However, once you 
enforce consistency, you can augment 
the desired output with a feedforward 
controller, typically the dynamic mod- 
el's inverse, to recover the dynamic de- 
lay of the closed-loop system. This ap- 
proach has no effect on stability or the 
properties of the closed-loop system. 

The combination of a disturbance 
observer with both feedback and feed- 
forward controllers is not new, and 
many researchers have demonstrated 
its effectiveness. They now need to 
bridge that theory/practice gap and put 
this technique into the hands of the 
mechatronics engineers responsible for 
creating the innovative systems we all 
need.EDN 
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Canon Communications llc 



One great instrument 

deserves another. 

And another. And another. . . 



The legendary performance and ease-of-use you expect from 
for your entire bench. Introducing the first fully integrated set of test 
bench instruments from Tektronix designed to streamline testing and 
offer unparalleled connectivity, accuracy and usability. From shortcut 
keys for common functions to USB ports for quick data export, every 
Tektronix instrument is built to maximize measurements and minimize 
inefficiency. Plus, all instruments come with National Instrument's 
LabVIEW Signal Express™ software, so you can automate measurements, 
analyze data across multiple instruments and control your entire bench 
from your PC. Performance, usability and connectivity. Now available 
for your entire test bench. 



our oscilloscopes are now available 



Oscilloscopes 

° 2 or 4 analog channels 

° Up to 25 automated measurements 

° Battery operation available 



Mixed Signal Oscilloscopes 

° Up to 4 analog and 16 digital channels 
° Parallel and serial bus automated analysis 
° Power and video automated analysis 
° Wave Inspector® for fast navigation of data 

Arbitrary/Function Generators 

° 1 or 2 channels 

° 12 standard waveforms 

° Arbitrary waveform capability 

Digital Multimeters 

° Up to 11 automated measurements 
° Statistics, histogram and trending 
analysis modes 




Take the new bench for a virtual spin at Tektronix.com/NewBench. 



Tektronix 



© 201 Tektronix, Inc. All rights reserved. Tektronix products are covered by U.S. and foreign patents, issued and pending. 

TEKTRONIX and the Tektronix logo are registered trademarks of Tektronix Inc. LabVIEW SignalExpress is a trademark of National Instruments. 




Understanding 

SYSTEM-LEVEL 

EN ERG Y-M AN AGEM ENT 

techniques and test 



REVIEW TEST EXAMPLES OF SYSTEM-LEVEL ENERGY-MANAGEMENT DESIGN TECHNIQUES 
FOR PCIe AND LOW-POWER DDR MEMORY 



nergy-management techniques, such as dynam- 
ic-power management, dynamic voltage scaling, 
and dynamic frequency scaling, have emerged 
M as effective ways to reduce power consump- 

tion — a critical requirement in today's embed- 
ded-system designs. However, these techniques 
increase the complexity of test for design vali- 
^^^^^^^^^ dation and debug. These schemes reduce pow- 
er consumption by shutting down idle compo- 
nents or reducing the performance of components to provide just 
enough performance for a task. These techniques work on both 
processing elements, such as CPUs, FPGAs, and ASICs, and the 
communication buses that transfer data between these elements. 



POWER DISSIPATION 

Statiopower dissipation occurs when 
you turn on a processing element, and 
dynamic-power dissipation occurs dur- 
ing computations- You can represent 
the total power dissipation as the sum of 
the static power and the dynamic pow- 
er. The static-power dissipation occurs 
even when no computations are occur- 
ring. Leakage power and bias power are 
the main contributors to static-power 
usage. 



Dynamic-power dissipation results 
from short-circuit power and switching 
power. The short-circuit power con- 
sumption is proportional to the supply 
voltage. The switching power dissipates 
when the parasitic capacitors of the 
transistor gates charge and discharge 
during computational tasks. So the pro- 
cessing element's power usage is equal 
to the sum of leakage power, bias pow- 
er, short-circuit power, and switching 
power, where leakage power and bias 



power contribute to static power, and 
short-circuit and switching power con- 
tribute to dynamic power. 

The switching power is the dominant 
source of power usage, accounting for 
approximately 90% of the total power 
that mainstream processing elements 
consume (Reference 1). The common 
equation for calculating the switching 
power of a processing element is: 

P sw =axC L xV DD 2 xF, 

where P gw is the switching power; a is a 
constant representing the switching ac- 
tivity for the computational task; C L is 
the effective circuit-load capacitance, 
which you can assume to be a constant 
that the complexity of the design and 
the circuit technology determines; V DD 
is the supply voltage; and F is the clock 
frequency (Reference 2). 

This equation shows that you can re- 
duce either the processing element's fre- 
quency of operation or the supply volt- 
age to reduce switching-power dissipa- 
tion. Because switching power is pro- 
portional to the supply voltage squared, 
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You know our oscilloscopes 
Now meet our multimeters. 



Get precision measurements backed by 60 years of test innovation. The multimeter. Now more accurate 

and easier to use than ever. Introducing the Tektronix DMM4000 
Series Multimeter. Designed to maximize efficiency, our multimeters 
feature up to 11 automated measurement modes, built-in histogram, 
statistics and trending analysis modes, and even USB ports for easy 
data export* Plus, all DMM4000 series multimeters are controllable 
from your PC, so you can automate measurements and analyze data 
across your Tektronix bench instruments. Automated measurements. 
Ultimate control. Endless potential. 

° Histogram, statistics and trending automated 
analysis modes* 




■ 5.5- and 6.5-digit resolution 



3 Up to 1 1 automated measurements— Volts, 
ohms, amps, frequency, period and more 



• Up to 0.0024% V DC accuracy 



> Patented split terminal jacks— Make precise 
4-wire ohms measurements with just two leads 

> Dual display— Measure two parameters of 
the same signal from one test connection 




Tfekl mnfx £> MM 4050 (M (2 Digii Precision Mul i i m it Z 



±iL001348jV : 



> Connect and control from your PC— Included 
copy of National Instruments LabVIEW 
SignalExpress™ software 




1 USB connectivity 



1 Industry-leading, three-year warranty 



Tektronix® 

DMM4050 / DMM4040 





See the new multimeters in action at Tektronix.com/NewDMM. 



*Not all features available on all models. 

© 201 Tektronix, Inc. All rights reserved. Tektronix products are covered by U.S. and foreign patents, issued and pending. 

TEKTRONIX and the Tektronix logo are registered trademarks of Tektronix Inc. LabVIEW SignalExpress is a trademark of National Instruments. 
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you can achieve the largest energy sav- 
ings by reducing the circuit's supply 
voltage- In some cases, you can achieve 
further energy savings by also reduc- 
ing the operation frequency- You must 
carefully apply this technique because 
it increases processing time. Because 
power dissipation over time determines 
energy dissipation, you may achieve no 
energy savings if extra processing time 
is necessary. However, careful applica- 
tion of both frequency and voltage scal- 
ing offers higher energy savings than 
voltage scaling alone. Reducing sup- 
ply voltage also reduces leakage-power 
consumption, improving static-power 
dissipation (Reference 3). 

Dynamic-power management uses 
standby or sleep modes to reduce pow- 
er consumption. Because it takes time 
and energy to reactivate processing el- 
ements and buses, you should carefully 
apply dynamic-power management to 
ensure that no violations occur in the 
system's operation or, in the worst case, 
no increases in power consumption 
from reactivation occur. Components 
still dissipate energy in standby as static 
power determines. 

Dynamic voltage and frequency scal- 
ing reduces switching-power dissipa- 
tion. This process can increase compu- 
tation time, so you can apply dynamic 
frequency scaling only when there is 
slack time in the system-level opera- 
tion of the design. Figure 1 shows an 
example of dynamic voltage and fre- 
quency scaling. In this case, the system 
schedule allows 30 msec for Processing 
Element 2 to complete a task. Howev- 
er, the processing element completes 
the task in 15 msec, leaving 15 msec 
of slack time. The supply voltage and 



AT A GLANCE 

□ Dynamic-power management, 
dynamic voltage scaling, and 
dynamic frequency scaling have 
emerged as effective ways to 
reduce power consumption. 



□ Leakage power and bias power 
are the main contributors to static- 
power usage. 



□ Communication between ele- 
ments is essential in embedded 
systems with multiple processing 
elements. 



□ PCIe (PCI Express) specifica- 
tions allow for active-state power 
management, which conserves 
power by putting the bus into a 
power-saving state or dynamically 
configuring the link's width or 
speed. 



operational frequency of this element 
decrease until the task completes in 30 
msec to match the system's schedule. 
Doing so decreases Processing Element 
2's power consumption. 

You can also use dynamic-power 
management to maximize a design's 
energy efficiency. Even if you apply dy- 
namic voltage and frequency scaling to 
all components that are adapting their 
performance to the requirements of the 
system schedule and minimizing energy 
consumption, idle times may still oc- 
cur. You can then use dynamic-power 
management to shut down components 
that are idle for a time for even further 
energy savings. 

BUS ENERGY DISSIPATION 

Communication between elements 
is essential in embedded systems with 



PROCESSING 
ELEMENT 1 

PROCESSING 
ELEMENT 2 

COMMUNICATION 
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Figure 1 In dynamic voltage and frequency scaling, the system's schedule allows for 
30 msec for Processing Element 2 to complete a task. 
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Figure 2 A logic analyzer with a serial 
module for PCIe is the troubleshooting 
tool of choice because it allows you to 
trigger on a transaction-layer-packet- 
configuration write based on the bus, 
device, and function number. 



multiple processing elements. With 
every data transfer over a communica- 
tions bus, the line capacitance charges 
and discharges, drawing current from 
the I/O pins of the elements. The fol- 
lowing equation calculates the power 
that these currents dissipate: 

P CL = P XC BUS XF BUS XV TR 2 ' 

where P CL is the power loss that these 
currents dissipate, pxC BUS represents the 
switched load capacitance of the bus, 
F BUS is the operational frequency of the 
bus, and V TR is the transmission voltage. 

You can reduce the transmission 
voltage in communications buses only 
to a limit because of noise issues. Noise 
can more easily corrupt low-voltage 
communications, causing reliability 
problems. As with dynamic frequency 
scaling, you can scale down the opera- 
tional frequency or data- transfer rate of 
the bus if the system schedule has slack 
time for bus communication. You can 
also put the bus into a standby state 
during idle times in an approach similar 
to dynamic-power management. 

Low-power DDR (double-data-rate) 
DRAM devices and several popular 
communication buses offer low-power 
modes. These buses include PCIe (PCI 
Express), MIPI D-PHY and M-PHY, 
USB 3.0, and MXM (Mobile PCIe 
Module). Debugging these buses pres- 
ents a number of challenges. 

PCIe'S LOW-POWER MODE 

PCIe specifications provide active- 
state power management that conserves 
power by putting the bus into a power- 
saving state or dynamically configuring 
the link's width or speed. Validation 
and verification of a PCIe bus are com- 
plicated because of these features. Prob- 
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lems can arise when the system enters 
or exits one of the power-saving link 
states or when the link's width or speed 
changes dynamically in response to sys- 
tem requirements. 

Table 1 (pg 36) lists the PCIe's link 
power states- To maintain synchroniza- 
tion between the transmitter and the 
receiver, the bus must transmit idle 
symbols over the link when there is no 
data available- The receiver decodes 
and discards these idle symbols- To save 
power during these periods, you can put 
the link into a power-saving state. The 
power savings and the time to recover 
back to the L Q state increase as the link 
moves from the L Q state to the L 3 state. 

To understand how this situation in- 
creases complexity, consider a case in 
which a PCIe link is in the L Q state and 
moves to the L QS state. Immediately af- 
ter the transition, a transaction-layer- 
packet configuration write occurs that 
writes an incorrect value to a register, 
causing the system to crash. To trou- 
bleshoot this problem, you must ac- 
quire all the transactions that occur 
during the transition from the L QS state 



to the L Q state, 
such 



Define Symbol Sequence 



Length: 1S 



In sucn a case, a 
logic analyzer with a 
serial module for PCIe 
would be the trou- 
bleshooting tool of 
choice because it al- 
lows you to trigger on 
an event. For example, 
in this scenario, the 
logic analyzer would 
trigger on a transac- 
tion-layer-packet con- 
figuration write based 
on the bus, device, 
and function number 
(Figure 2). 

After you define 
the trigger, the serial 
module can bit-lock 
and align the data 
across all the lanes of 
the bus after observ- 
ing approximately 12 fast- training-se- 
quence packets as the link exits the L QS 
state and enters the L Q state. Because 
the logic analyzer can track the change 
in the link state, it can acquire all trans- 
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Figure 3 You use this type of dialogue to set up the condition 
for triggering on a training sequence. 



actions that occur immediately after the 
bus enters the L Q state, providing insight 
into the cause of the system crash. 

To save memory, you can also set up 
the logic analyzer to filter out unwant- 
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ed data in real time, focusing data ac- 
quisition on problem areas- A common 
use of filtering occurs when the PCIe 
bus is in the idle state- You can define 
a filter to filter the idle symbols in real 
time, storing only the required data 
and thus making more efficient use of 
the logic analyzer's memory and cap- 
turing more relevant data that helps 



in troubleshooting the problem. 

The PCIe specification also provides 
for dynamically changing the link's 
width or speed depending on the need to 
conserve power or provide performance. 
These dynamic changes in the link's 
condition can be challenging to debug. 

Consider a case in which the link's 
width is changing from eight lanes to 
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four lanes- Here, you can use a logic 
analyzer to trigger on and acquire the 
training sequences that occur during 
the link-speed change and the link- 
width negotiation process, allowing 
you to validate that the link is training 
to the correct width. Figure 3 shows 
the type of dialogue you use to set up 
the condition for triggering on a train- 
ing sequence. In some cases, due to er- 
rors in the link, you may not find the 
required trigger conditions. In such in- 
stances, you may need to build a cus- 
tomized sequence and set it as a trigger 
condition on a lane. This approach is 
faster than manually looking through 



LOW-POWER DDR 
MEMORY, OR MOBILE 
DDR, OPERATES AT 
1.8V RATHER THAN 
THE MORE TRADITION- 
AL 2.5V. 



the data to figure out the problems in 
the link. To identify errors in the physi- 
cal layer, logical analyzers offer link- 
event triggers. For this trigger, the event 
could be disparity, an 8/ 10b error, or an 
error in framing the data-link-layer or 
the transaction- layer packets. 

LOW-POWER DDR MEMORY 

Low-power DDR memory, or mobile 
DDR, helps reduce energy requirements 
by providing more efficient device op- 
eration. It operates at 1.8V rather than 
the more traditional 2.5V. Low-power 
DDR DRAM commonly finds use in 
portable electronic devices, and line- 
powered electronics are increasingly 
adopting it as a way to reduce energy 
requirements. 

Reducing operating voltage is a 
trend that extends beyond low-pow- 
er DDR memory to more mainstream 
memory technologies, as well. DDR2, 
which originally operated at 2.5V, has 
seen later variants that lower the re- 
quirement to 1.8V, and further re- 
ductions are in development. Simi- 
larly, DDR3 once operated at a sup- 
ply voltage of 1.5V but will soon 
see that figure decrease to 1.35 V for 
some new components. Low-power 
DDR2, the newest entry in this power- 
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Figure 4 Timing measurements on data signals use both the ac and the dc high and 
low input-voltage levels. 



reduction trend, requires only 1.2V. 

You can achieve additional energy 
savings by reducing the performance of 
the device. Low-power DDR and oth- 
er DDR standards specify power-saving 
modes of operation that reduce perform- 
ance depending on the system's needs. 

POWER-SAVING MODES 

Because DRAM cells leak off charge, 
they must regularly refresh their con- 
tents during modes of operation requir- 
ing maintenance of data. The low-pow- 
er-DDR-DRAM specification calls for 
three refresh modes to minimize power 
dissipation and maintain the required 
data states. The most basic mode, self- 
refresh, generates a low-frequency in- 
ternal clock to maintain the contents 
of the DRAM. Temperature-compen- 
sated self-refresh automatically modi- 



fies the internal refresh clock frequency 
depending on the temperature of the 
low-power DDR DRAM. During low- 
er operating temperatures, the refresh 
time can be longer to save power. Par- 
tial-array self-refresh maintains data in 
only a portion of the DRAM. 

When the low-power- DDR- DRAM 
device does not need to retain data and 
when access to the DRAM is not nec- 
essary for several seconds, the device 
can use the power-down mode. 

A system's power consumption is pro- 
portional to the frequency at which the 
clock is changing. The low-power- DDR- 
memory standard stipulates many pow- 
er-saving modes that leverage the fre- 
quency component of this power equa- 
tion. The power-saving refresh modes 
reduce the clock frequency to reduce 
power consumption. The power-down 



mode can put the DRAM into stand- 
by mode during inactive periods. All of 
these power-saving modes primarily af- 
fect static-power consumption. 

You can reduce dynamic-power con- 
sumption by optimizing data through- 
put, allowing the operating frequency 
of the device to decrease and still meet 
performance requirements. The ability 
to do this task is a key differentiator of 
low-power-DDR-DRAM devices. 

LOW-POWER DDR DRAM 

JEDEC (Joint Electron Device En- 
gineering Committee) has specified 
the jitter, timing, and electrical-signal- 
quality tests for validating memory de- 
vices. The JEDEC specifications de- 
scribe a comprehensive set of tests for 
each memory technology, including pa- 
rameters such as clock jitter, setup-and- 
hold timing, signal overshoot, under- 
shoot, and transition voltages. These 
specified tests are not only numerous 
but also complex to measure using gen- 
eral-purpose tools. 

An example is measurement refer- 
ence levels. JEDEC specifies certain 
voltage reference levels that you must 
use when making timing measure- 
ments. Figure 4 shows the ac and dc 
high and low input-voltage levels that 
timing measurements on data signals 
use. JEDEC defines the levels for ris- 
ing and falling edges differently. Be- 
cause of the complexity inherent in the 
JEDEC-specified measurement meth- 
ods, including reference levels and pass/ 
fail limits, the preferred approach is to 
use an application-specific measure- 




Figure 5 To ease setup tasks, a menu-driven interface guides 
you through a selection process. 



Figure 6 The menu groups available measurements according 
to which signals and probing connections are necessary. 
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ment utility for DDR test- Using such a 
utility ensures that you configure meas- 
urements according to the specification 
and reduces setup time- 

With real-time-performance oscil- 
loscopes, DDR software utilities pro- 
vide a broad set of measurements that 
conform to the JEDEC specifications. 
In addition, these utilities allow you to 
customize many settings to accommo- 
date measurement tasks on nonstan- 
dard devices or system implementa- 
tions and to aid in debugging. To ease 
setup tasks, a menu-driven interface 
guides the user through a selection pro- 
cess (Figure 5). 

The first step of such an interface is 
to select the DDR generation you want 
to test and the speed grade of the mem- 
ory. In addition to the default choices, 
the use of custom speed settings makes 
the software adaptable to future tech- 
nology advances, overclocking applica- 
tions, and the like. Once you have se- 
lected the generation and data rate, the 
software configures the correct voltage 
references for measurements. The next 
step is to select which measurements to 
perform (Figure 6). The menu groups 
available measurements according to 
which signals and probing connections 
are necessary. The remaining steps guide 
you on how to probe the needed signals 
and offer additional opportunities for 
customizing or adjusting parameters, 
such as measurement reference levels. 

Once the setup is complete, the os- 
cilloscope acquires the signals of inter- 
est, identifies and marks data bursts if 
needed, and makes the selected meas- 



TABLE 1 PCIe LINK STATES 


L : active state 


All transactions are enabled, 

and link is operating in normal mode 


l_ os : low resume latency, energy-saving 
standby 




L^; higher latency, low-power standby 


All power supplies and reference clocks 
are active, transaction-layer-packet 
and data-link-layer packet transmission 
are disabled 


L 2 /L 3 : staging point for transition 
toL 2 or L 3 


Transaction-layer-packet and data-link- 
layer packet transmission are disabled 
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Link is in this state when no power is 
applied 
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Figure 7 A results panel shows all measurement results with statis- 
tical population, spec limits, pass/fail data, and other data. 



urements. A results panel shows all 
measurement results with statistical 
population, spec limits, pass/fail results, 
and other data (Figure 7). You can at 
this point print a report, with an option 
to also save the waveform data that you 
used to make the measurements. 

Because the captured waveform data 
is available with the measurement re- 
sults, you can use this information for 
further analysis. For example, if a meas- 
urement fails the spec limits, you can 
identify exactly where in the waveform 
record the failure occurred and then 
zoom in on the region of interest to in- 
vestigate the exact signal details and 
characteristics at the time of failure. 

System-level energy-management 
techniques look at the system-level 
operation of a design for opportuni- 
ties to lower power consumption by 
shutting down components or scaling 
voltage and frequency. Test-and-mea- 
surement tools 
have evolved to 
help designers 
debug systems 
in the face of 
this increased 
complexity. 

For instance, 
logic analyzers 
offer trigger ca- 
pability with a 
layout similar to 
the definitions 
in the standard 
they are test- 
ing — a helpful 
technique in 
finding elusive 
problems result- 
ing from active- 



state management. Similarly, validating 
DDR-DRAM devices requires perform- 
ing the numerous tests in the JEDEC 
specifications, a time-consuming and 
complicated task. By using specialized 
software together with a high-perform- 
ance real-time oscilloscope, you can ac- 
cess a broad set of automated measure- 
ments, simplifying the validation of 
memory de vices. EDN 
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Voltage references are low-output-power lin- 
ear supply regulators that produce a fixed, or 
constant, voltage regardless of the loading 
on the device, power-supply variations, tem- 
perature changes, and the passage of time. 
As a result, voltage references are ubiquitous 
in power-supply voltage regulators, data- 
acquisition systems, ADCs, DACs, and myr- 
iad other measurement-and-control systems* 
Despite their ubiquity, voltage references vary widely in perform- 
ance. A regulator for a computer power supply, for example, may 
hold its value to only within a few percentage points of the nom- 
inal value, whereas laboratory voltage standards have precision 
and stability measurements in parts per million. 



Decades ago, these references pro- 
vided initial accuracies of only ±10%, 
whereas modern reference ICs can pro- 
vide initial accuracies of 100 ppm, or 
0-01%- "We try to make the parts in- 
sensitive to line, load, and tempera- 
ture variations for demanding tasks in 
the industrial, scientific, and medical 
markets," notes Reza Moghimi, appli- 



cation-engineering manager at Ana- 
log Devices- Companies with expertise 
in those markets can also easily address 
the military and automotive markets, 
in which accuracy is critical. 

Voltage-regulator chips are avail- 
able in series and shunt versions (Fig" 
ure 1 and Reference 1). A series regu- 
lator has two pins for input power and 



ground; a third pin outputs a fixed or 
adjustable voltage- Two- terminal shunt 
regulators operate at a current-limited, 
fixed voltage- In essence, every voltage 
regulator employs a shunt architecture 
because a series reference is simply a 
shunt reference with a current-feeding 
circuit and a buffered output. 

In the early days of electronics, engi- 
neers used neon glow tubes as voltage 
references (Figure 2). The neon glow 
lamp comprises two conductive termi- 
nals in a glass container filled with rare, 
or noble, gases — chemical elements 
with similar properties. Under standard 
conditions, they are all odorless, color- 
less, monatomic gases, with low chemi- 
cal reactivity. The six noble gases that 
occur naturally are helium, neon, ar- 
gon, krypton, xenon, and radon. The 
gases ionize when you subject them to 
a voltage of 66 to 200V dc. Once the 
ionized breakdown occurs, the voltage 
across the lamp drops to a maintenance 
voltage of 48 to 80V dc. If the voltage 
across the lamps drops below this main- 
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tenance voltage, the lamp goes out, and 
you must again subject it to the ioniz- 
ing breakdown voltage to get it to light 
(Figure 3)- A neon glow tube works 
on as little as 10" 12 A, or 1 pA, flow- 
ing through it- In 1966, Signalite made 
tubes that could provide regulation to 
within ±0-5 V (Reference 2). 

By the 1970s, however, zener diodes, 
which are shunt references, had obso- 
leted these cold-cathode glow tubes 
(Figure 4). Zener diodes take their 
name from researcher Clarence Ze- 
ner, who discovered the effect (Refer- 
ence 3)- Although some engineers re- 
fer to zener diodes as avalanche diodes, 
the two types involve different physics 
(references 4, 5, and 6). Zener break- 
down results from charge carriers that 
perform quantum mechanical tunnel- 
ing through a PN junction. This break- 
down occurs in heavily doped junctions. 
High electric fields in the PN junction 



AT A GLANCE 

□ Voltage references can operate 
as series or shunt elements. 



El Primitive references include neon 
tubes and discrete zener diodes. 



□ IC references can employ buried 
zener diodes, bandgaps, JFETs, or 
floating-gate architectures. 



□ Many specifications are impor- 
tant for references. 



□ Be sure to look at the system 
implications of your reference's 
accuracy. 



junction to create diodes with differ- 
ent breakdown voltages. The zener ef- 
fect predominates in diodes with volt- 
ages as high as 5.6V, and the avalanche 
effect predominates at higher voltag- 
es. The two effects also differ in their 



LIKE BURIED JFETs, BURIED ZENER DIODES DO 

NOT TOUCH SURFACE DEFECTS IN THE DIE, 
MEANING THAT THE DIODES OPERATE AT LOW 
NOISE LEVELS. 



accelerate charge carriers, causing ava- 
lanche breakdown. These speedy car- 
riers cause impact ionization, which 
in turn causes charge carriers to multi- 
ply. This effect occurs in lightly doped 
PN junctions. Zener-diode manu- 
facturers take advantage of these two 
effects by varying the doping in the PN 



temperature coefficients: Zener devic- 
es have negative breakdowns, whereas 
avalanche devices have positive break- 
downs. Diodes that break down at 5.6V 
combine the two effects and have a 
small temperature coefficient because 
the positive and negative coefficients 
cancel out. 



As ICs became popular in the 1970s, 
it became essential that they integrate 
a shunt voltage reference. Companies 
such as Burr Brown, Analog Devices, 
and National Semiconductor then used 
the approach of burying zener diodes in 
their ICs (Figure 5). The IC-process 
steps create the device under the sur- 
face layer of the die. Like buried JFETs, 
buried zener diodes do not touch sur- 
face defects in the die, meaning that 
the diodes operate at low noise levels. 

In 1971, US electronics engineer 
Bob Widlar, a pioneer of linear-ana- 
log- IC design, employed a voltage ref- 
erence that he based on the bandgap- 
voltage effect that the late DF Hilbiber, 
then an engineer at Fairchild Semicon- 
ductor, discovered in 1964- The band- 
gap reference has an inherent 1.2V out- 
put voltage, approximately the band- 
gap voltage of silicon at 0°K (Figure 
6). Devices with other output voltages 
simply increase or decrease the voltage 
with internal gain circuits. Analog-IC 
designer Bob Pease improved on Wid- 
lar's designs and helped IC designers at 
National Semiconductor use the band- 
gap circuit in dozens of chips (Refer^ 
ence 7). "In the 1980s, 40 to 60% of 
the bandgap [voltage-effect references] 
we brought out had old, dumb errors," 
Pease remarks. "Many such errors are 
related to IC layout, and we fixed them 
with a good design review." 

In 1974, Paul Brokaw, now senior 
technologist at Integrated Device Tech- 
nology, designed a bandgap voltage that 
used feedback to improve accuracy and 
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Figure 1 A series reference has three terminals (a). Some ICs buffer the output with 
an internal op amp. A shunt reference is a two-terminal device (b) (courtesy Maxim 
Integrated Products). 




Figure 2 Neon lamps served as refer- 
ences before IC-semiconductor engi- 
neers designed solid-state voltage 
regulators in the 1960s (courtesy www. 
giangrandi.ch). 
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reduce errors (Figure 7). "I dreamed it 
up when trying to make a discrete pow- 
er supply, and I wanted to use a lower 
reference voltage than a 6.8 V zener di- 
ode," says Brokaw. 

In addition to the buried-zener and 
bandgap-type voltage references, JFET- 
based devices, such as the Analog De- 
vices' ADR440, are also available (Fig^ 

SOME REFERENCES 
EMPLOY FLOATING- 
GATE FETs SIMILAR TO 
THE STRUCTURES THAT 
FLASH MEMORY USES 
BUT EMPLOYING AN 
ANALOG VOLTAGE. 

ure 8). The buried JFETs help these 
parts achieve noise specs of 1 JLlV p-p 
over 0.1 to 10 Hz. Analog Devices' 
Moghimi also alludes to a new class of 
references that the company will intro- 
duce this year that employs a different 
architecture from any of the techniques 
this article describes. 

Other references, such as those from 
Intersil, employ floating-gate FETs sim- 
ilar to the structures that flash memory 
uses but programmed to an analog volt- 
age (Reference 8 and Figure 9). Inter- 
sil buffers the voltage within the de- 
vice, so no leakage currents come from 
ESD (electrostatic-discharge) diodes 
that would bleed off the charge on the 
floating gate. These parts use little cur- 




Figure 3 The voltage across a neon lamp 
(yellow) can rise to a high value until the 
gas in the lamp ionizes. Once the gas 
ionizes and the lamp conducts, the volt- 
age drops and stays relatively constant 
despite the ac current flowing in the lamp 
(blue) (courtesy www.giangrandi.ch). 
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Figure 4 A zener diode acts as a conventional diode in the 
upper right quadrant of this voltage-versus-current plot. In the 
lower left, the voltage breaks down, and voltage is relatively 
constant across the device (courtesy Renesas). 



Figure 5 A buried-zener reference IC takes advantage of the low 
noise of a device under the surface layer of the die (courtesy 
Texas Instruments). 



rent but have better noise performance 
than low-power voltage references us- 
ing conventional architectures- Barry 
Harvey, IC-design manager at Inter- 
sil, notes that the references required 
some clever tricks in both the process 
and the IC design. "Once we perfected 
it, we found that leakage off the float- 
ing gate was in the range of attoamps, 
[10" 18 A], even at high temperatures," 
he says. By using a floating gate instead 
of a bandgap, Intersil can program one 
die to make parts offering dozens of out- 
put voltages. 

VOLTAGE-REFERENCE SPECS 

Voltage references have two funda- 
mental specs: load regulation and line 
regulation. Load regulation relates to 
the change in the output as the part 
draws more current. Line regulation re- 
fers to the change in output as the pow- 
er supplying the part changes. Tran- 
sient regulation, or output impedance, 
also relates to load regulation. Output 
voltage must stay in range even if your 
system draws sudden current pulses 
from the reference IC. Some modern 
ADCs have reference inputs that draw 
large transients from your part. You can 
sometimes fix this problem by adding a 
large-output filtering capacitor, but you 
must be careful that you don't cause the 
reference to become unstable. 



You must un- 
derstand several 
specifications to 
properly select and 
apply voltage ref- 
erences. You need not worry about the 
internal architecture. It is more impor- 
tant to know the specifications of the 
part, not how the IC company designs 
it internally. Besides deciding between 
shunt and series regulators, you must 
determine whether a zener diode would 
work in your system. In most cases, you 
are better off using a specialized volt- 
age-reference IC from an analog-chip 
company. If you need ultralow power, 
you should use a series 
voltage reference, such 
as a floating-gate device 
from Intersil. Linear Tech- 
nology offers the bipolar 
LT6656, which operates 
from less than 1 |LlA of 
supply current. 

After you consider your 
power budget and select a 
series or a shunt reference 
and an output voltage, you 
must consider the device's 
initial accuracy — that is, 
the accuracy at room tem- 
perature when you first 
apply power to the part. 
Some adjustable referenc- 
es let you set the output 
voltage or shunt voltage 
with one or two resistors. 
The accuracy of those re- 
sistors combines with the 



stated initial accuracy of the chip to 
give you a total initial accuracy of your 
output voltage. More commonly, you 
select a part with a fixed voltage output 
of 1.2 to 12V. The initial accuracy of 
the device determines how closely all 
the parts you buy approach that ideal 
voltage output. Using discrete zener di- 
odes or older legacy references, you can 
expect to achieve 10% accuracy, mean- 
ing that you must calibrate or adjust the 
circuits in production. Modern parts, 
such as Analog Devices' AD588, have 
initial accuracies approaching 0.01%. 
This spec is critical in data-acquisi- 
tion systems that require accuracies of 




Figure 6 In a bandgap reference, the temperature co- 
efficients of the V BE (base-to-emitter voltage) and the 
difference, or delta, between two base-to-emitter volt- 
ages cancel out. The difference, V PTAT , is the voltage 
proportional to absolute temperature on the Kelvin 
scale (courtesy Texas Instruments). 
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Figure 7 The Brokaw cell uses feedback to reduce the 
error terms of a Widlar-style bandgap circuit. 



16, 18, or even 20 bits- Another factor 
driving the adoption of parts with high 
initial accuracy is the requirement for 



charging lithium- ion bat- 
teries. The design of char- 
ger ICs or the process of 
measuring the charging 
voltage of a lithium- ion 
battery requires a total ac- 
curacy better than 0.5%. 
Thus, the voltage reference 
should have initial accura- 
cies close to 0.2% to keep 
total system inaccuracy to 
less than the 0.5% figure 
that battery-cell manufac- 
turers specify. 

Once you have specified 
the initial accuracy, you can 
begin to consider output- 
voltage drift. Temperature 
drift, which designers often 
express as a temperature co- 
efficient in parts per million 
per degree Celsius, reveals 
how much the ICs output 
voltage changes as the am- 
bient temperature changes. 
If you specify your system over a large 
temperature range, such as automotive 
or military circuits, you have to look at 



West Coast Magnetics - where 
Copper is the New Gold Standard. 



WCM - The only magnetics company in the world to be announced 
a finalist in EDN's 2009 Innovation Awards Category; 

Honoring Excellence in Electronics. 

^ <<3f^ The WCM approach: 

• "Best in Class" magnetic solutions 
^gflBlL • 30 years manufacturing experience 

^^^B^KM • Friendly & knowledgeable staff 

• Reliable product line 

• Innovative technology solutions 

The WCM 308 Power Inductor 
series delivers: 

• High performance 

• Small, lightweight package 

• Shaped Foil Technology™ 

• High current rating 

• 200°C temperature rating 

• Frequency 60Hz to 500kHz 




Honoring Excellence in Electronics 

FINALIST 2009 




the accuracy of the device across the en- 
tire temperature range and add that ac- 
curacy to the initial accuracy of the part. 

Once you have specified the ini- 
tial accuracy and temperature drift of 
the part, you then have to look at the 
stability, or output-voltage drift, over 
time- Most parts change over the first 
six months of operation and then set- 
tle down to a smaller change over time. 
Again, the output drift adds to the ini- 
tial inaccuracy and temperature drift. If 

FIRMWARE ENGINEERS 
SHOULD NOT MAKE 
READINGS OR DO 
CALIBRATION IN THE 
FIRST FEW MICROSEC- 
ONDS OF A CIRCUIT'S 
OPERATION. 

you want your system to have a tight ac- 
curacy over its operating life, you must 
use parts that have a long-term drift 
speciation that keeps your system's ref- 
erence voltage within the desired limits. 
You can also average the output of mul- 
tiple parts to reduce the effect of output 
drift over time (Reference 9). Some 
manufacturers take the extra steps of 
determining, specifying, and meas- 
uring temperature drift and long-term 
stability of a part, and these steps take 
time and come at a price. For exam- 
ple, Analog Devices tests the ADR425 
voltage reference for a long-term stabil- 
ity of 50 ppm/1 000 hours. 

A related but less appreciated speci- 
fication is the turn-on settling time of a 
reference IC. The output of an IC does 
not instantly stay within specified lim- 
its, so firmware engineers should not 
make readings or do calibration in the 
first few microseconds of a circuit's op- 
eration. Many parts specify a 10-jLlsec 
delay after you apply power to the part. 

Another important specification is 
noise. Because series references are sim- 
ply op-amp-buffered shunt referenc- 
es, you can expect the output to have 
noise characteristics similar to those of 
an op amp. The noise spectrum is flat- 
band at higher frequencies. Because you 
use voltage references for their dc out- 
put, however, most manufacturers spec- 
ify their products with a peak-to-peak 
output-noise voltage over a frequency 
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TABLE 1 VOLTAGE-REFERENCE SPECS 


Parameter 


Cirrus Logic VRE3050 


Maxim MAX6250 


Analog Devices ADR293 


Temperature range (°C) 


-40 to +85 


-40 to +85 


-40 to +85 


Output voltage (V) 


5 


5 


5 


Initial error (%) 


0.01 


0.05 


0.06 


Temperature coefficient (ppm/°C) 


0.6 


3 


8 


Noise at 0.1 to 10 Hz ftiVp-p) 


3 


3 


15 


Thermal hysteresis at 25 to 50 to 25°C 
(ppm) 


2 


20 


15 


Long-term stability (ppm/1000 hours) 


6 


20 


0.2 


Power supply (V) 


8 to 36 


8 to 36 


6 to 15 


Turn-on settling time (jisec) 


10 


10 


10 


I ino ram ila+i/~\n ot P\/<T\/ < 1 H\/ /nnmAfl 
Llllc icyUldLIUll dl OV!^V| N !i IUV \\J[J\\\/v) 




OJ 


1 nn 


Load regulation at a source 
of mA<l 1 5 mA (ppm/mA) 


5 


7 


100 


Power-supply-rejection ratio 
at 10 to 900 Hz(dB) 


95 


90 


40 



Source: Texas Instruments 



range of 0-1 to 10 Hz, for example- You 
might be able to reduce this noise by 
increasing the output capacitance, but 
you must be careful to not make the 
reference unstable- As with all op-amp 
circuits, driving a large capacitive load 
makes the amplifier oscillate- Analog 
Devices' Moghimi wishes that analog 
designers would more carefully read 
modern reference data sheets. "Some 
customers still think it is good to put a 
large output capacitor on the part," he 
says. "Even if it does not cause stability 
problems, it can cause the temperature 
coefficient to get much worse." 




Figure 8 A JFE T-based voltage reference uses the difference 
between two JFET drain voltages to create a stable voltage. The 
l pw source creates a current proportional to absolute tempera- 
ture (courtesy Texas Instruments). 



Another trick for reducing noise is 
to parallel several voltage references 
and add the outputs together. Noise is a 
random phenomenon, so the noise con- 
tribution of each reference adds in an 
rms (root/mean/square) fashion. Thus, 
10 paralleled references can potentially 
reduce the voltage noise by the square 
root of 10, or over a factor of three (Fig- 
ure 10). State-of-the-art references, 
such as Linear Technology's LTC6655, 
have a noise spec of 0.625 jliV p-p over 
0.1 to 10 Hz. 

Still another specification, which re- 
lates to the temperature coefficient, is 
hysteresis — an ef- 
fect in which the 
output drifts to an- 
other level when 
you heat the part 
and then cool it 
down to its original 
temperature. Man- 
ufacturers often 
specify it as a part- 
per-million value 
over a temperature 
traversal such as 
to 50 to 0°C. Like 
all other analog 
circuits, voltage- 
references chips 
also have a PSRR 
(power-supply-re- 
jection ratio) — 
how much attenu- 
ation the part ap- 




Figure 9 Intersil used floating-gate tech- 
nology from its acquisition of Xicor to 
create a line of voltage references that 
use low power and have low noise. 



plies to any noise or changes in the 
power supply that is feeding the part. 
This spec is important now that more 
systems use switching voltage regulators 
to supply the reference IC. Manufactur- 
ers often specify this characteristic as a 
voltage ratio in decibels at dc or over a 
frequency range. PSRR always drops off 
at higher frequencies, often falling to 
20 dB or less at 1 MHz. If your voltage- 
reference chip is operating from a pow- 
er supply comprising a switching regu- 
lator operating at these high frequen- 
cies, you must ensure that the ripple 
and noise on the power supply do not 
bleed into the reference-voltage output 
due to poor high-frequency PSRR. You 
can often fix these problems by putting 
a linear preregulator IC on the switch- 
ing-power-supply output that feeds your 
reference chip. You can also put RC 
(resistance/capacitance) or RLC (resis- 
tance/ inductance/capacitance ) filters 
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Figure 10 This four-cell voltage reference, which the late Kenneth Koep designed, uses 
batteries to keep the circuit operating when unplugged. The zener reference cells are 
in constant-temperature ovens, and you can average the four cells to reduce noise 
and improve accuracy. 



before the power- supply pin of the ref- 
erence IC. This approach prevents the 
occurrence of high-frequency noise in 
the reference voltage- 

Some engineers use Spice models of 
voltage references; keep in mind, how- 
ever, that these models have varying 
quality- Analog Devices, for example, 
puts the effects of most of the specs in- 
to the model- Other companies do not 
model references at all. Be sure that 
your model run takes into account all 
the specs that will affect your design. 
You may have to do a Monte Carlo 
Spice run to see the limits of accuracy, 
but at least you will know the limita- 
tions of the parts you are evaluating. 

TRADE-OFFS ABOUND 

The accuracy and noise of a volt- 
age reference are important parts of the 
system-design trade-offs you make. For 
instance, LCD televisions are adopting 
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Class D audio subsystems. Class D am- 
plifiers are similar to switching regula- 
tors in that they are more efficient than 
conventional Class AB amplifiers. One 
trade-off with Class D amps, however, 
is that they have worse PSRR than do 
linear output stages. As a result, you 
must use either a higher-quality power 
supply or a more expensive Class D IC 
with feedback that corrects errors due 
to power- supply- voltage changes. This 
trade-off directly affects your choice of 
voltage reference. You might use a low- 
noise voltage reference in a power-sup- 
ply circuit with low ripple and good reg- 
ulation. You can then use a less expen- 
sive, open-loop Class D-amplifier cir- 
cuit in your audio systems. On the other 
hand, it may be less costly to use a Class 
D-amplifier IC that has feedback and 
good PSRR so that you can use a less 
expensive power-supply circuit. This 
trade-off will change over the years and 
over the power and cost targets that you 
have for the TV. Using a more expen- 
sive voltage-reference circuit can save 
money in other subsystems or in factory 
calibration or testing when you manu- 
facture the product in volume. 

As with anything in analog design, 
applying a voltage reference is more 
complex than you might think. Even 
though it has only two or three pins, 
many specs affect its quality (Table 1). 



Be sure you understand all the specs 
and why they are important. If you 
have any doubt, consult the applica- 
tion-engineering departments of the 
reference- and data-converter- IC man- 
ufacturers. They will be glad to help 
you understand the intricacies of ap- 
plying voltage-reference ICs. Remem- 
ber that, in the analog world, an initial- 
accuracy spec is just the starting point. 
Actual accuracy depends on time, tem- 
perature, power-supply quality, and a 
host of other factors. Factor the specifi- 
cations of the reference circuit into er- 
ror budgets at the start of your design 
to ensure that no problems arise when 
the circuit enters volume manufactur- 
ing. Then, you can celebrate instead of 
rushing around doing ECOs (engineer- 
ing change orders) to get your reference 
to behave properly.EDN 
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IEEE 1588-2008 perspectives 
and opportunities 

THE REVISED PRECISION TIME PROTOCOL PRESENTS OPPORTUNITIES 
AND SOME REAL-LIFE CHALLENGES. 



The PTP (Precision Time 
Protocol), which the IEEE 
defined under 1588-2008, 
represents a step change 
in the distribution of 
time and frequency across 
WANs (wide-area networks)- The tele- 
communications industry is, in parallel, 
evolving to packet-transport systems, 
isolating services and systems from their 
clock sources- As a result, the mobile 
sector, in particular, represents the first 
large-scale opportunity for IEEE 1588. 

SYNCHRONIZATION DEFINED 

The words you speak and the imag- 
es you see are analog, but transporting 
these base signals on a large scale is im- 
practical. To make the process 
manageable and scalable, you 
digitize the signals and trans- 
port them over synchronous 
networks- A common frequen- 
cy digitizes and rebuilds an ac- 
ceptable reproduction of the 
voice and video signals at the 
remote end, meaning that the 
frequency at the source must 
be the same as the frequency 
at the destination. The trans- 
port networks also need a sta- 
ble frequency for capacity mul- 
tiplexing, service encoding/de- 
coding, and quality-of-service 
measurements. 

Every location in the net- 
work must operate at the same 
frequency, or exhibit synchro- 
nization. TDM (time-division- 
multiplexed) networks trans- 
port frequency, and the local 
oscillators in all transport and 
switching devices can connect 
to a centralized primary refer- 
ence clock with accuracy of 
lxlO" 11 or better. Unfortunate- 
ly, TDM networks do not seam- 



lessly transport the frequency, and this 
issue affects the clock's quality as the 
clock passes through the network. Syn- 
chronization-supply units remove the 
jitter and wander that affect the instan- 
taneous frequency stability. 

The universal demand for broad- 
band data, especially mobile broad- 
band services, and the price that con- 
sumers are willing to pay have driven 
a change in transport technologies. IP 
(Internet Protocol) -based packet net- 
works increase the bandwidth and re- 
duce the cost per bit transported. L2/L3 
(Layer 2/Layer 3) packet networks are 
associated with Carrier Ethernet and IP 
transport and are now in wide use be- 
cause they meet the investment goals: 




TIME 



Figure 1 As part of the time-transfer process, the 1588 master 
and client devices exchange Sync and Delay_Req messages. 



increased bandwidth and reduced cost 
per delivered bit. 

L2/L3 networks do not need syn- 
chronization to transport packets. By 
the same token, L2/L3 networks do 
not transport synchronization, isolat- 
ing services and applications from their 
traditional frequency source, the trans- 
port clock. Delivering more bandwidth 
for less, therefore, comes at a price. 
Synchronization and quality of service 
are not natural to L2/L3 networks, and 
engineers must consciously implement 
them in the system. 

Many services need synchronization, 
but wireless base stations today have 
the largest stake in frequency and time 
distribution. The frequency stability of 
the air interface between the 
cell tower and the handset 
supports handing off a call 
between adjacent base sta- 
tions without interruption. 
Synchronization for base 
stations is therefore central 
to the quality of service an 
operator provides. 

Table 1 lists the frequen- 
cy and timing requirements 
for wireless standards. The 
air- interface stability must 
be 50 ppb (parts per billion), 
or 5x1 0" 8 , irrespective of the 
mobile protocols or technol- 
ogy generation. Perhaps this 
requirement is the only con- 
stant across three technolo- 
gy generations. 

A high percentage of the 
2.3 million cell sites in ser- 
vice today depend on the 
TDM backhaul for their fre- 
quency source. Backhaul is 
the voice- and data-trans- 
port system between the cell 
tower and the centralized 
controller. Cell-phone users' 
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wide adoption of mobile broadband has 
led to a transition from TDM to Carri- 
er Ethernet, isolating the base stations 
from their traditional clock reference. 
The industry cannot avoid the Ethernet 
migration, and it now requires a differ- 
ent but cost-effective method of deliv- 
ering synchronization to base stations. 

IEEE 1588 OVERVIEW 

The IEEE created Version 1 of the 
1588-2002 standard in 2002 to provide 
precision timing across LANs (local-ar- 
ea networks) for test-and-measurement 
and industrial-control applications. 
Segments of these industries needed to 
provide widely distributed sensors and 
actuators with a common time for coor- 
dinated measurement and control but 
without the need for an overlay timing 
infrastructure. The timing had to travel 
inband with the sensor traffic. 

IEEE 1588 allows the accurate trans- 
fer of precision time from the master 
clock to the client clock through an 
asynchronous packet network. IEEE 
1588 devices have a tree hierarchy, with 
the master clocks residing in centralized 
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Mobility standard 


Frequency (ppb) 


Time/phase 


CDMA2000 


50 


<3 to <10 jisec 


GSM 


50 




WCDMA 


50 




TD-SCDMA 


50 


3-usec intercell phase change 


LTE (FDD) 


50 




LTE (TDD) 


50 


3-|asec intercell phase change 


LTE MBMS 


50 


5-|isec intercell phase change 


Backhaul 


16 





facilities and slave devices residing in 
remote locations that require time, fre- 
quency, or both. Note: This article uses 
the terms "grandmaster" and "server" 
interchangeably; it also uses the terms 
"client" and "slave" interchangeably. 

An initiation process establishes a 
relationship between the server and 
the client. Next, a time-transfer process 
takes place (Figure 1). The 1588 mas- 
ter and client devices exchange Sync 
and Delay_Req messages. The messag- 
es contain the packet time of departure 
(tl, t3) and the time of arrival (t2, t4). 



The Sync message transports the time 
that it leaves the master. 

It is difficult to know in advance the 
time when the packet will leave. In 
most cases, protocol designers add an 
optional second step. The two-step ap- 
proach lets the Sync message transport 
the estimated value of tl; the Follow_ 
Up message transports the actual value 
of tl, thus eliminating estimation er- 
rors. The slave uses tl, t2, t3, and t4 to 
calculate the round- trip delay and the 
clock offset — the difference between 
the server clock and the slave. 
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Figure 2 To avoid unpredictable stack-processing delays, the hardware time-stamps the packets at the PHY layer. 



Assume that the one-way delay 
is half the round- trip delay- You can 
then determine the slave-clock offset 
using the following equations: (one- 
way delay)=[(t2-tl)+(t4-t3)]/2; slave 



offset=(t2-tl)-(one-way delay). You 
can now correct the slave-clock time 
using smoothing techniques and clock- 
offset values- A servo loop supports the 
recovery of frequency from the time-of- 



day clock. The process repeats multiple 
times a second, keeping the two clocks 
the same, or synchronized. 

Therefore, the protocol assumes 
the path delay for the Sync messages 
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is the same as that for the Delay_Req 
message — that is, the forward- and re- 
verse-path delays are similar. In reality, 
this situation is not the case. By using 
frequent samples and smart disciplin- 
ing algorithms, you can achieve tele- 
communication-compliant accuracies. 
To avoid unpredictable stack-process- 
ing delays, the hardware time-stamps 
the packets at the PHY (physical) lay- 
er (Figure 2). Packet jitter, or PDV 
(packet-delay variation), also affects 
clock-offset calculations. 

PRECISION WITH 1588-2008 

Version 1 of the 1588 protocol pro- 
vided an effective method of distribut- 
ing precise time over LANs, grabbing 
the attention of the telecommunica- 
tions industry. Teaming with test-and- 
measurement and industrial-control 
partners, the IEEE developed a second 
version of the 1588 protocol to support 
WAN requirements. The result, IEEE 
1588-2008, or PTP Version 2, includes 
a number of improvements to support 
the stringent needs of the telecom- 
munications network. These improve- 



ments include higher message rates, 
hardware time-stamping, shorter mes- 
sage formats, unicast messaging, service 
reliability, and 1588 profiles. 

The need for higher message rates 
arose to meet stability objectives. Using 
inexpensive client oscillators, the cli- 
ent must undergo more frequent updat- 
ing. The revised PTP standard supports 
as many as 128 transactions/second, a 
large increase over the original maxi- 
mum of one transaction/second. 

Although the standard does not ex- 
plicitly require hardware time-stamp- 
ing, more frequent time-stamp updates 
have no value unless they are accurate. 
Hardware time-stamping on both the 
master and the client delivers the tar- 
geted submicrosecond accuracy. 

To reduce the impact on network- 
bandwidth consumption, PTP short- 
ened the original 165 -octet (8-bit) mes- 
sage to 44 octets by placing information 
about the clock source and quality into 
a separate Announce message, which 
transfers less frequently. 

The original standard supported on- 
ly multicast message exchanges. IEEE 



1588-2008 added support for unicast 
messaging. Unicast allows each cli- 
ent to listen to messages only from its 
master, reducing the processing power 
and cost of the client. More important, 
unicast messaging allows a unique re- 
lationship between the client and the 
server, supporting different synchroni- 
zation messaging rates, inband status, 
and performance monitoring. 

Carrier-class service means few out- 
age minutes per year. In reality, some 
packet network paths experience occa- 
sional failures. L2/L3 networking takes 
care of rerouting the data, but interrup- 
tions in IEEE 1588 flows have a high- 
er impact. IEEE 1588-compliant cli- 
ents can select an alternative network 
grandmaster if the primary one fails. 

The protocol specification aims to 
satisfy a range of applications and to 
achieve a specification with many op- 
tions, including unicast and multicast. 
The IEEE created application profiles 
to ensure interoperability. Profiles de- 
fine which options in the protocol 
specification clients must use. They al- 
so stipulate the interoperation of serv- 
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ers and clients that adhere to the pro- 
file definition. 

IEEE 1588 defines only the default 
profile, which targets use in industrial- 
automation applications. The tele- 
communications industry has defined 
a telecom profile in the ITU-T (Inter- 
national Telecommunication Union- 
Telecommunication Standardization 
Sector) G.8265 recommendations. The 
protocol has defined new profiles, and 
compliance with the correct profile is 
as important as compliance with the 
overall specification. 

IMPACT ON PERFORMANCE 

The clock-recovery algorithm has 
the biggest impact on the performance 
of a 1588 system, but network behav- 
ior also defines the attainable perform- 
ance. Packet delay, or latency; packet 
loss; and packet errors typically charac- 
terize network performance. These at- 
tributes, however, have almost no im- 
pact on packet-timing protocols. 

The distinction is often blurry be- 
tween managing the packet-network 
metrics and managing 1588 perform- 
ance. Packet statistics are not sufficient 
for managing and reporting on the syn- 
chronization system. In addition to the 
network behavior, high-quality oscil- 
lators have an inherent stability that 
improves the quality of the output 
frequency and phase. Product design- 
ers must find a balance between the 
cost of the oscillator and the desired 
performance. 

MAKING IT WORK 

IEEE 1588 has the potential to be- 
come as ubiquitous as NTP (Network 
Time Protocol), but reaching that mile- 
stone means that multiple markets and 
applications will need to adopt it. The 
simplicity, scalability, and interopera- 
bility of the components will, howev- 
er, define the extent to which 1588 will 
achieve that goal. 

A time-and-frequency approach is 
only as good as its component parts. 
The origin of the time and frequency 
is the grandmaster clock (server). The 
IEEE 1588 time originates at the serv- 
er and propagates through the network 
to the clients. Grandmaster clocks start 
with a good reference source, such as 
a GPS (global-positioning system) for 
time and frequency or a Tl/El refer- 
ence signal from a collocated primary 



reference clock. Because most server 
clocks now use GPS receivers, many in- 
dustry participants consider IEEE 1588 
as a distributed-GPS scheme. In addi- 
tion to the source reference, grandmas- 
ter clocks should have high-quality os- 
cillators to maintain accuracy if the sys- 
tem loses the reference for a time. 

Grandmasters serve synchronized 
flows to many clients, so the serving 
capacity of the server is important. For 
example, a network with 300 clients 
using 64 transactions/second translates 
to a server capacity of 39,000 messag- 
es/second. The servers must hardware 
time-stamp the Sync and Delay_Req 
messages. 

Because server clocks are so impor- 
tant, you must eliminate single points 
of failure. A high-quality server has 
redundant power supplies, redundant 
clocks, and network- interface protec- 
tion. Wide deployment also means that 
you must be able to remotely monitor, 
manage, and upgrade the servers. 

The server is central to synchroni- 
zation, and it must be accurate, stable, 
and reliable. The client, however, has 
a tougher job. It lives at the end of the 
network and must contend with what 
is happening both in the cloud, includ- 
ing traffic levels, failures, and rerout- 
ing, and in the local area, including 
temperature changes and power-supply 
failures. 

The fundamental choice for PTP 
Version 2 clients relates to oscillator 
quality, cost, and form factor. The bet- 
ter the client's local oscillator, the bet- 
ter it can handle whatever comes its 
way. However, better oscillators cost 
more, and reducing cost is the ulti- 
mate goal with the cellular-backhaul 
packet upgrade. The best PTP clients 
support as many as 128 messages/sec- 
ond and use hardware time-stamping 
to minimize induced jitter. The design 
of the oscillator servo is just as impor- 
tant to getting frequent low- jitter time 
stamps. The servo is the circuit in the 
PTP client that directs the oscillator 
to speed up or slow down after the re- 
ception of a new message. With good 
design of these factors, the best PTP 
clients can support cellular-backhaul 
frequency and time-reference require- 
ments with low-cost oven-controlled 
crystal oscillators. 

The best PTP Version 2 clients sup- 
port the best-master-clock algorithm to 



reduce timing transients during path re- 
routes and unicast to allow the tuning 
of message rates for the best perform- 
ance. Also, some network operators like 
to manually assign PTP clients to pri- 
mary and backup grandmaster clocks. 
In this way, the operators will know the 
effect of network outages on each cli- 
ent- The best PTP clients allow this ap- 
proach. Another feature of same-ven- 
dor PTP grandmaster-clock/client com- 
binations is the ability of clients to re- 
port their performance status, enabling 
operators to conveniently monitor tim- 
ing quality of service. 

Monitoring servers is easy; users have 
for many years been managing similar 
devices over DCNs (data-communi- 
cation networks) in centralized loca- 
tions. But the timing community has 
never had to manage tens of thousands 
of devices, especially in situations in 
which they are beyond the reach of the 
DCN. In addition, client installations 
are at the ends of multiple VPN (vir- 
tual-private-network) links or on Eth- 
ernet segments that you cannot bridge 
to the DCN, and data connectivity be- 
tween the client and element manager 
is impossible. 

Monitoring the clients, whether ex- 
ternal or embedded, must occur in 
telecommunication applications. For- 
tunately, the 1588 designers included 
management messages for inband man- 
agement through the server. Element 
managers can access and monitor the 
installed clients through the server. 
Features such as client auto-discovery 
and bulk firmware upgrades allow the 
deployments to scale. 

Simple deployment guidelines en- 
sure the best 1588 results. First, select 
a high-performance, high-reliability 
grandmaster clock (server) that has 
the capacity for the number of clients 
you expect now and in the future. Sec- 
ond, select a high-quality 1588 client 
that works over the protocol in use — 
for example, native Ethernet, Ethernet 
over SDH (synchronous digital hierar- 
chy), microwave, and xDSL. Embed- 
ded clients will become commonplace, 
but standalone clients reduce early de- 
ployment risks and serve the large in- 
stalled base of legacy devices that can 
accept only the Tl /El -synchronized 
reference. The next step is locating the 
servers by determining the message rate 
of the server and the PDV that each 



client will experience. Cost consider- 
ations encourage the use of fewer serv- 
ers functioning through more switches 
and routers, and robustness calls for the 
use of more servers with fewer links be- 
tween the server and slave. The appli- 
cation will govern the balance between 
the two, with telecommunication net- 
works favoring robustness. You can 
check the grandmaster's capacity by di- 
viding the maximum transaction rate 
by the number of served clients and the 
number of transactions per second. If 
the demand exceeds the capacity, you 
can add modules or even grandmasters 
to share the load. Served clients are 
the clients that should routinely obtain 
synchronized flows from a grandmaster 
and those that could request the ser- 
vice if their grandmaster's clock fails. 
Finally, each client must have access to 
a backup grandmaster clock in the case 
of failure. 

BEYOND TELECOM 

IEEE 1588 is a new utility, and the 
network is the only limit on the appli- 
cations for this utility. IEEE 1588 will 
work for any network-connected ap- 
plication, service, or device that needs 
time, frequency, or both. The industry 
will develop new 1588 profiles for dif- 
ferent applications. Mobile -backhaul 
applications now have the largest inter- 
est in 1588 and should drive high-per- 
formance approaches that will operate 
over diverse and congested networks. 

Other applications for IEEE 1588- 
2008 include industrial automation, 
distributed test and measurement, mil- 
itary deployments, and distribution 
of time to power- industry secondary 
plants. These examples are not exhaus- 
tive but demonstrate the wide appli- 
cability of IEEE 1588 beyond the tele- 
communications sector. 

GETTING TO MARKET 

Grandmasters will find wide deploy- 
ment, and they typically work with 
small, half-rack 1588 clients — transla- 
tors that convert IEEE 1588 synchro- 
nized flows to TDM signals. Embedding 
IEEE 1588 clients is a natural differen- 
tiator between similar products, and 
leading network- equipment manufac- 
turers are integrating clients into their 
products. 

Time to market is critical, and em- 
bedding third-party clients supports 
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product differentiation and reduces de- 
velopment time- Clients are the most 
sophisticated elements of the technol- 
ogy, and you should leave the clock-re- 
covery and servo algorithms to the spe- 
cialists. Fortunately, soft clients and in- 
tegrated chip modules are readily avail- 
able for embedding into products. 

It is important to note that PDV pat- 
terns are different for native Ethernet, 
microwave, and xDSL. Understanding 
the network is important when select- 
ing third-party clients. Soft clients are 
typically more dynamic and easier to 
upgrade. 

THE ROAD AHEAD 

IEEE 1588-2008 is a viable means 
of distributing time over LANs and 
WANs, and it repairs the broken syn- 
chronization chains through packet 
networks. The protocol has reached 
specification maturity, and the road 
ahead involves simplifying the imple- 
mentation of 1588. Focus areas for the 
short term include defining applica- 
tion-specific profiles and characteriz- 
ing the behavior of physical layers on 



the end-to-end performance of the sys- 
tem. Building on that knowledge, you 
can expect high-performance autosens- 
ing algorithms for client devices. The 
industry will also focus on developing 
metrics that characterize a network's 
ability to support 1588, test tools to 
measure those metrics, and deployment 
and troubleshooting of the test tools. 

IEEE 1588 is a new utility for distrib- 
uting precise time and frequency over 
packet networks for a range of applica- 
tions. With a considerable amount at 
stake, the telecommunications indus- 
try has led the way, particularly in the 
mobile-backhaul arena. Alternatives to 
1588 exist, but no one-size-fits-all op- 
tion exists. As a result, these options 
will find use in some areas of the net- 
work. IEEE 1588, however, exceeds the 
target of 16 ppb and meets the 3-|Llsec 
phase-accuracy goals over managed 
Ethernet, making it the preferred ap- 
proach, particularly for the time-con- 
strained TDD (time-division-duplex) 
and MBMS (multimedia-broadcast/ 
multicast-service) modes of LTE (long- 
term- evolution) technology. 



A lot has been learned from efforts 
in the telecommunications market, as 
reflected in the solution sets deployed 
in adjacent markets. Ultimately, prod- 
uct managers can differentiate products 
that depend on time, frequency, or both 
by embedding IEEE 1588 clients into 
their platforms. Proven off-the-shelf 
clients will allow engineering teams to 
meet R&D plans and deliver high-per- 
formance products. EDN 
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READERS SOLVE DESIGN PROBLEMS 



Set LEDs' hue from red to green 

Marian Stofka, Slovak University of Technology, Bratislava, Slovakia 



The circuit in Figure 1, which 
lets you create light of 32° of hues, 
uses red and green LEDs. A constant cur- 
rent divides into two components. One 
component flows through a red LED, 
and another one flows through a green 
LED. You can vary the current from to 
100% through the red LED, and thus you 
simultaneously vary the current through 
the green LED as a slave-type comple- 
ment to 100%. When this scenario hap- 
pens, your eye perceives the resulting 
light mixture as any hue between red and 
green. Roughly speaking, the transition 
from red to green passes through orange, 
amber, and yellow. You can set any of the 
32 hues between red and green, passing 



through orange, amber, and yellow. 

IC 3 , an Analog Devices (www. analog, 
com) AD5228 resistive DAC, has one- 
in-32 resolution, and it thus sets the 
resolution of this circuit. In this appli- 
cation, the resistive DAC functions as a 
digital potentiometer. You can manually 
set its wiper position through short-term 
grounding of its PU pullup and PD pull- 
down control pins. The resistive DAC 
has no memory, so you have to make 
this setting after eac h power-on. 

Holding the PU and PD pins to a 
logic low, the wiper position incre- 
ments or decrements with an increased 
speed of one step per 0.25 sec, so the 
output light's color varies stepwise for 



DIs Inside 

60 Circuit synchronizes 
sensors and cameras 

62 Circuit measures 
capacitance or inductance 

What are your design problems 
and solutions? Publish them 
here and receive $1 50! 
Send your Design Ideas to 
edndesignideas@cancom.com. 



a low pullup (Figure 2). You can also 
preset the hue of the LED, which ap- 
pears at power-on. For a high Preset, 
the color is 100% red when you apply 
power. At a low Preset, a midposition 
is preset at the resistive DAC and thus 



Figure 1 This circuit lets you set one of 32° of 
hues between red and green using a short-term 
grounding of the pullup or pulldown control pins. 



IC-, 

ASMT-MT00 




_6 O O 
PU PD PRE 
LOGIC CONTROL 



NOTES: R s =2x[(2R)IIR AB ]. 

R AB =10, 50, OR 100kQ. 
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the color at power-on is 50% red 
and 50% green; you perceive it 
as yellow. 

The circuit uses two LEDs in 
ICp a high-performance, tricolor 
ASMT-MT00 LED from Avago 
Technologies (www.avago.com). 
The blue LED remains unused. 
You can, however, connect any 
of the remaining five red/green, 
red/blue, blue/red, green/blue, or 
blue/green combinations instead 
of the green/red combination this cir- 
cuit uses. 

Although the sum of currents flowing 
through the red and green LEDs is ap- 
proximately one-fourth of the nominal 
per-LED current, the radiance is high, 
and you should not look directly at the 
lid of IC 1 when it is on from a distance 
of less than approximately 1 foot. 

IC 2 , IC 3 , and IC 4 comprise a low-side 
source of two complementary analog 
voltages (Reference 1). The resistive 
DAC replaces the classic potentiom- 
eter in the earlier Design Idea. These 
complementary analog voltages are the 
input voltages for the two power stages 



t=8 SEC 



Figure 2 The light output changes quasicontinually from 
red to green within approximately 8 seconds, using 
long-term grounding of the pullup pin or a continuous 
grounding of the pin at power-on. 



comprising transistor Q and midrange- 
power transistor Q . 

The power stage — voltage-to-current 
converters you make by cascading two 
bipolar transistors and an op amp — 
drives each of the two LEDs. The cir- 
cuit senses output current at resistor R £ . 
The R fi resistors eliminate the leakage 
currents of both bipolar transistors in 
the cascaded series. These power stages 
would be functional even with one bi- 
polar transistor instead of two. The cas- 
caded bipolar transistors provide preci- 
sion in the voltage-to-current convert- 
er. With a single power transistor, the 
relative error would be approximately 



1/P, whereas using the cascaded 
series, the error is approximately 
1/(PJ3 2 ), where p 1 and p 2 , the 
current gains of the bipolar tran- 
sistors, are approximately 300 
and 100, respectively. The error 
results from the current flowing 
through resistor R £ , which is the 
sum of the output current and 
the base current of transistor Q r 
You can use this circuit in in- 
dustries ranging from entertain- 
ment to toys; it may eventually find use 
in experimental psychology and in mod- 
ern fine arts, which involves the use of 
optoelectronics. 

Holding PD low and feeding a 50% 
duty cycle, 0.05 - Hz- frequency logic 
waveform to the PU pin produces a 
slow, periodic, quasicontinuous "wav- 
ing" of the color from red to green and 
back.EDN 
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Circuit synchronizes sensors 
and cameras 

By Shih-Jie Chou, Rui-Cian Weng, and Tai-Shan Liao, 
National Applied Research Laboratories, Hsinchu, Taiwan 



Measurement systems often use 
cameras and other sensors that 
require synchronization. This Design 
Idea describes an aerial-photography 
system that uses a camera comprising 
CCD (charge-coupled-device) image 
sensors, an inertial-measurement unit, 
and a GPS (global-positioning-system) 
unit. The resulting circuits provide trig- 
ger signals to synchronize the measure- 
ments at the optimal rate. The GPS 
provides information on spatial loca- 
tion, and the inertial-measurement unit 
provides information on spatial azi- 
muth. The unit combines a gyroscope, a 
magnetometer, and an accelerometer to 
produce angular and acceleration meas- 
urements of a three- axis vector. 

Figure 1 shows a system for taking 
aerial photographs. It comprises four 



Atmel (www.atmel.com) area-scan 
CCD image modules, one linear image- 



sensor module, two Dalsa (www.dalsa. 
com) PCI (Peripheral Component In- 
terconnect) frame-grabber cards, the 
measurement unit, a clock-adjustment 
circuit, and a microcontroller. A Tek- 
tronix (www.tektronix.com) digital os- 
cilloscope views the trigger signals dur- 
ing development. 
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Figure 1 This clock-adjustment circuit generates a series of pulses that trigger the 
frame grabbers and the inertial-measurement unit. 
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Figure 2 This aerial photograph from a 
height of 7000 feet was taken during 
a flight over Mailiao Township, Yunlin 
County, Taiwan. 



The trigger signals that synchronize 
the sensors are the keys to this meas- 
urement system. The clock-adjust- 
ment circuit sends an external trig- 
ger pulse to the frame-grabber cards, 
which generate trigger signals for the 
system. Video modules comprising 
image sensors receive trigger signals 
from the frame grabbers. Each frame 
grabber captures an image and stores 
it in onboard memory before capturing 
the next image. 

The external trigger pulses also con- 
trol the sensors, GPS, and inertial- 
measurement unit. Figure 2 shows a 
photo taken at 7000 feet in Mailiao 
Township, Yunlin County, Taiwan, 
using the external trigger circuit to 
drive and combine with the linear 
sensor and the measurement unit. 

The circuit must change the exter- 
nal trigger clock's frequency to obtain 
the best frame rate. The CCD sensors 
that go into the linear-image-sensor 
module have 12,288 pixels, and each 
pixel measures 5x5 microns, produc- 
ing images of approximately 500 lines/ 
frame. The CCD image sensors have a 
maximum output rate of 320M pixels/ 
sec. They use a Camera Link interface 
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Figure 3 Microcontroller software 
adjusts the trigger-pulse frequency 
that drives the measurements. 



to send image data to the frame grab- 
bers, which transfer the images to a 
PC over the PCI bus. 

The clock-adjustment circuit gen- 
erates the external trigger clock puls- 



es. The circuit employs on an Altera 
(www.altera.com) CPLD (complex 
programmable-logic device) using Al- 
tera's development software to simu- 
late the trigger signals and design the 
circuit. The clock-adjustment circuit 
provides as many as 15 trigger-signal 
frequencies to the system. 

The system's Atmel microcontroller 
contains 256 bytes of RAM and 8 
kbytes of programmable flash memory 
for program storage. The microcon- 
troller communicates to a PC over an 
RS-232 interface so that it can also 
receive commands and report its cur- 
rent state. This handshake process 
includes the decoding and encoding 
parameters for generating the trigger 
signal. The microcontroller also sends 
commands to the digital-timing-ad- 
justment circuit; these commands 
change the pulse frequency of the ex- 
ternal trigger. 

You can adjust the frame rate of the 
CCD image module using 15 trigger 
frequencies. The external trigger sig- 
nal also triggers the measurement unit 
to record and store spatial parameters. 
Figure 3 shows the algorithm for find- 
ing the optimal trigger frequency. The 
frame rate and the trigger frequency 
are linearly proportional. 

The inertial-measurement unit is 
a key sensor in the system, and there 
must be a direct correlation between 
it and the frame grabbers. If the ex- 
ternal trigger frequency is 1 kHz, then 
each of the two frame grabbers cap- 
tures 1000 frames/sec and the unit 
samples at lk samples/sec. Through 
experimental results using aerial pho- 
tography, the system successfully syn- 
chronizes all of the sensors. edn 



Circuit measures capacitance 
or inductance 



Jim McLucas, Broomfield, CO 

Engineers usually have access to 
signal and function generators, 
as well as frequency counters and oscil- 
loscopes, but they may not have access 
to capacitance or inductance meters. 



Using the test setup in Figure 1, you 
can measure capacitance or inductance 
using a function generator, a multi- 
meter, a frequency counter, and an 
oscilloscope. 



Use the setup to measure the magni- 
tude of two signals. You can then calcu- 
late the capacitance or inductance with- 
out measuring phase angles. You can ex- 
press the ratio of input voltage to output 
voltage as: 



Vr 2 + x 



(1) 



which you can put into the standard 
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Figure 1 You can measure capacitance or inductance with this test setup. 



form: 



Xh + - 



R 2 



V„ 



=0. 



Vr 



(2) 



After solving the equation for X c , the 
result is: 



X r = - 



R 



V„ 



V 

Using the relationship 
1 



C = 



27TfX r 



(3) 



(4) 



the basic equation for capacitance is: 



C = 



v n 



2irfR 



(5) 



Using the convenient ratio |V IN /V QUT |= 
then 



C = 



. V3 

27Tf R 



(6) 



To measure the value of a capacitor, 
measure the input voltage and then 
adjust the frequency of the signal gen- 
erator to make the output voltage one- 
half of the input voltage. You need not 
use a 2-to-l ratio for V IN /V our You can 
just measure the input voltage and the 
output voltage and use one of the basic 
equations to calculate the value of the 
capacitance or inductance, but a ratio 
close to 2-to-l is a good choice. 

For best results, you can use a fre- 
quency counter to measure the fre- 
quency and a digital multimeter to 
measure the resistance. Most modern 



oscilloscopes can accurately measure 
the signals without loading the circuit, 
except for the capacitance of the probe. 
Capacitance is usually marked on the 
probe. Use the previous equation to 

USE A FREQUENCY 
COUNTER TO MEAS- 
URE THE FREQUENCY 
AND A DIGITAL MULTI- 
METER TO MEASURE 
THE RESISTANCE. 



calculate the value of the capacitor. 
Subtract the value of the probe capac- 
itance from the result, and you have 
an accurate value for the measured 
capacitance. 

Usually, you know the approximate 
value of the capacitance you want to 
measure, so you can pick a starting 
value for the resistance, R, and the 
frequency, f, by using the following 
equations: 



R = 



27TfC' 



, V3 
2ttRC' 

= _R 



(7) 



(8) 



(9) 



You can use a similar procedure to 
measure inductance. In this case, 



R 



V,> 



(10) 



and the basic equation for inductance is 
expressed as: 



R 



27Tf 



V R 



(11) 



Set V IN /V OUT =2, then 



L = 



R 



2TTfVT 



R = 2iTfLV3, 



f= 



R 



2ttLVT 



(12) 



(13) 



(14) 



and 



x - R 



(15) 



For an example of measuring capaci- 
tance, assume C is approximately equal 
to 1000 pF and let f equal 1 MHz. Cal- 
culate as: 



R = 



V3 



V3 



2irfC 2tt(10 6 )(10 ( 



=275.66 a 
(16) 



Use a 30 1Q resistor or any conve- 
nient value of approximately 250 to 
500Q in the setup of Figure 1. Ad- 
just the frequency while measuring the 
input voltage and the output voltage to 
get a ratio of 2-to-l. If the frequency 
you obtain is 912 kHz, the measured 
resistance of R is 304Q, and the probe 
capacitance is 10 pF, then the capaci- 
tance is: 



C = 



V3 



2tt(912)(10 3 )(304) 



=9943 pF, 
(17) 



minus 10 pF for the probe capacitance. 
The result is 9843 pF. 

The values for R and f are not criti- 
cal; you should choose them to mini- 
mize parasitic effects. Resistance values 
of 300 to 3000Q and frequencies of 100 
kHz to 1 MHz should work.EDN 
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Op amps feature rail-to-rail operation 

The silicon-germanium LTC6252/3/4 and LTC6255/6/7 single/dual/quad op 
amps achieve 720-MHz gain-bandwidth product and a 280V/jLlsec slew rate 
and consume a 3.3-mA supply current. The devices feature input-referred broad- 
band noise of 2.75 nVVHz, maximum input offset voltage of 350 jLlV at room tem- 
perature and a maximum of 1 mV at -40 to +125°C. They operate on 2.5 to 5.25V 
voltage supplies and have rail-to-rail inputs and outputs. They have a 42-|LlA 
power-down mode and a 90-mA output current. The LTC6253 is available in 2x2- 
mm DFN and SOT-23 packages. Prices start at $1.24 (2500). 
Linear Technology Corp, www.linear.com 



Low noise amp touts 
90-MHz bandwidth 
at a gain of 10 

□ The LMH6629 features 0.69-nV/ 
VHz noise with a -3-dB band- 
width of 900 MHz at a gain of 10. 
Targeting use in communications, test- 
and-measurement, medical- imaging, in- 
dustrial, and light-detecting-and-ranging 
applications, the amplifier also has 
2.6-pA/VHz" input-current noise 
and second- and third-harmonic 
distortion of -90 and -94 dBc 
respectively. Maximum input 
offset voltage is 780 jLlV at 
25°C and +0.45 |LlV/ C of off- 
set-voltage temperature com- 



pensation. The unit's common-mode 
range extends below ground, and the 
output swings to within 0.8V of either 
rail with an output current greater than 
±250 mA. The op amp consumes 15.5 
mA and has a supply- voltage range of 2.7 
to 5.5V. Designers can set a minimum 
gain of four or 10 by pulling the mini- 
mum-gain-select pin low or high. The 
device employs the vendor's CBiCMOS8 
silicon-germanium process technology. It 
comes in an eight-pin LLP, oper- 
ates over a temperature range 
of -40 to +125°C, and sells for 
$1.88(1000). 
National 
Semiconductor, 
www.national.com 
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Fully differential op amp 
drives 16-bit ADCs 

The 26-bit, fully differential 
THS7 10006 op amp features full- 
scale precision to 200 MHz for wireless- 
base-station, high-speed-data-acquisi- 
tion, test-and-measurement, medical- 
imaging, and defense applications. The 
device offers a third-order intermodula- 
tion distortion of -107 dBc at 100 MHz 




and a 7.5-nsec overdrive recovery. The 
device comes in a 4x4-mm QFN-24 
package, and prices start at $4-10 
(1000). The THS770006EVM (evalua- 
tion module) is also available now and 
sells for $99. 

Texas Instruments, www.ti.com 

Low-power op amps 
extend battery life 

The MCP640 1/2/4 op amps fea- 
ture quiescent current of 45 |LlA 
with a gain-bandwidth product of 1 
MHz. Maximum offset voltage is ±4.5 
mV, and supply voltage ranges from 1.8 




to 6V over a -40 to +125°C tempera- 
ture range. The unity-gain-stable 
devices also feature rail-to-rail input 
and output operation. Four evaluation 
boards are also available for $30 each. 
The MCP6401/1U/1R op amp comes 
in five-pin SC-70 and SOT-23 pack- 
ages and sells for 26 cents (10,000), 
and the MCP6402 op amp comes in 
eight-pin SOIC and 2x3-mm TFDN 
packages and sells for 32 cents 
(10,000). 

Microchip Technology, 

www.microchip.com 




gets use 
cuits in 
structure 



in automatic-gain-control cir- 
2.5, 3, and 4G wireless- infra- 
transceivers, including GSM/ 



EDGE, CDMA, WCDMA, LTE, and 
WiMax applications. The MAX2063 
can serve as either an IF or an RF VGA 
and has a 50- to 1000-MHz frequency 
range. Cascaded linearity for output 
third-, second-, and first-order intercept 
points is 41, 56, and 19 dBm, respec- 
tively. Second- and third-order har- 
monic distortion is -54-8 and -72.9 
dBc, respectively. The MAX2063 
comes in a 48-pin TQFN package and 
sells for $6.90 (1000). 
Maxim Integrated Products, 
www.maxim-ic.com 




Thermocouple amplifi- 
ers integrate cold-junc- 
tion compensation 

The AD8494 thermocouple 
amplifiers for K- and J -type ther- 
mocouples feature on-chip cold- junc- 
tion compensation that automatically 
adjusts the thermocouple's output for 
changes in ambient temperature. The 
device, which con- 
verts the small volt- 
ages from a thermo- 
couple junction to 
a 5-mV/°C analog 
signal, has a com- 
mon-mode rejection of 0.1°C/V, oper- 
ates from single 2.7V to dual +18V sup- 
plies, and consumes 18 |LlA of quiescent 
supply current. With a 5V supply the 
AD8494 can cover nearly 1000° of a 
thermocouple's temperature range. The 
device comes in an eight-lead MSOP, 
operates at to 50°C, and sells for 98 
cents (10,000). 
Analog Devices Inc, 
www.analog.com 

VGA claims 32% 
footprint reduction 

The fully programmable, multi- 
state, dual-channel, digital IF/RF 
MAX2063 VGA (variable-gain ampli- 
fier) provides four customized attenua- 
tion states per path, 25-nsec digital 
switching, and low digital- VGA-ampli- 
tude overshoot and undershoot. It tar- 
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TALES FROM THE CUBE 



DAVID PORTER • ENGINEER 



Bet your boots: It's beer time! 




I n the late 1970s, I was working for an NBC (National 
Broadcasting Co) affiliate in Champaign, IL. Much of our 
equipment employed vacuum tubes that were so hot that 
we used them to warm up sandwiches. Our air-conditioning 
expenses were high, but our heating bills were low. One piece 

I of equipment, a vacuum-tube-based, 2-in. video recorder, was 
especially good at minimizing our heating bills. 



The assistant chief engineer, "Hank," 
was concerned about the amount of heat 
this recorder put out, so he added a fan 
to accelerate the heat removal and to 
direct the hot air past his wet galoshes 
after slogging through the slush from 
the parking lot- Unfortunately, the VR2 
measured approximately seven feet high, 
providing a powerful chimney effect that 
just about matched the power of the fan 
that Hank had installed. 

We noticed that Hank's galoshes 
were still wet when he put them on at 
"beer time": 4:30 p.m. Why wasn't our 
"boot dryer" working? After a couple 
of days, we found that the trace of the 
oscilloscope monitoring the equipment 
would drift up and off of the screen after 
the VR2 had been on for a while. This 
movement made it difficult for us to 



keep video levels where they needed to 
be. We reversed the fan and put Hank's 
boots on a step ladder near the air exit 
at the top of the VR2. Come beer time, 
his boots were toasty dry, and the oscil- 
loscope trace temporarily quit drifting. 

Hank pulled out the lab scope to 
troubleshoot the problem. After a few 
nights, I noticed that Hank was looking 
more tired and frazzled than usual and 
that the VR2 oscilloscope trace was still 
drifting. I asked Hank whether he was 
going to be able to fix the VR2 scope; 
the other engineers were complaining 
that it was a nuisance. "Why don't you 
take a look at it?" he asked. I had perused 
the manual, so I knew that the scope's 
vertical-deflection circuitry was a sym- 
metrical push-pull type. I thought that I 
should be able to exchange tubes from the 



top to bottom and easily isolate the prob- 
lem. The tube exchange didn't pan out, 
however. After a couple of evenings, I, 
too, was becoming frazzled. Hank, on the 
other hand, was looking more relaxed. 

After my third or fourth evening of 
frustration and a few cans of "compo- 
nent-cooling spray," I was driving home 
when I suddenly had an epiphany. Being 
well into my 20s, I'd previously had a 
couple of other epiphanies, so there 
was not much danger of having an auto 
accident because of it. I recalled that, 
while watching the grid voltage on the 
vertical-deflection drivers as the signal 
was drifting up, both grids did what they 
were supposed to be doing: centering the 
display signal. The layout of the circuits 
made it difficult to directly observe the 
signal on the grid, so I had been looking 
at it on the side of the grid resistor away 
from the grid. I had no inclination that I 
would see anything different on the grid 
side — that is, until I had the epiphany. 
The next evening, I made a minor modi- 
fication to the circuit to allow me to 
directly see the grid. 

The voltage on the grid was going in 
the opposite direction from the voltage 
on the other side of the grid resistor. I 
exchanged the upper and lower driver 
tubes and verified that the phenomenon 
did not follow the tube but was always 
in the upper deflection circuit. It turned 
out that the excess heat from the failed 
galoshes-drying experiment had per- 
manently changed both driver tubes. 
Because of the physical placement and 
orientation, they would now fail only 
when they were in the upper part of the 
deflection circuit. In the upper circuit, 
the grid would heat up so much that it 
would emit electrons as if it were a cath- 
ode. This current flow caused the voltage 
on the grid side of the resistor to rise, 
enhancing plate-current conduction. 

The next day, Hank gave me a set of 
tubes to try. I put them in, and the drift- 
ing signal drifted no more.EDN 

David Porter of Columbus, IN, is an en- 
gineer with a First Class Federal Com- 
munications Commission License with 
radar endorsement* 
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336 Volts of Green Engineering 

MEASURE IT -FIX IT 




Developing a commercially viable fuel cell vehicle has been a significant challenge because 
of the considerable expense of designing and testing each new concept. With Nl LabVIEW 
graphical programming and Nl CompactRIO hardware, Ford quickly prototyped fuel cell control 
unit iterations, resulting in the world's first fuel cell plug-in hybrid. 



MEASURE IT 



FIX IT 



Acquire 

Acquire and 
measure data 
from any sensor 
or signal 



Analyze 

Analyze and 
extract information 
with signal 
processing 



Present 

Present data 
with HMIs, Web 
interfaces, 
and reports 



Design 

Design optimized 
control algorithms 
and systems 



Prototype 

Prototype designs 
on ready-to-run 
hardware 



Deploy 

Deploy to the 
hardware platform 
you choose 



Ford is just one of many customers using the Nl graphical system design platform to improve the world around 
them. Engineers and scientists in virtually every industry are creating new ways to measure and fix industrial 
machines and processes so they can do their jobs better and more efficiently. And, along the way, they are 
creating innovative solutions to address some of today's most pressing environmental issues. 



» Download the Ford technical case study at ni. com/336 



800 258 7018 



©2009 National Instruments. All rights reserved. CompactRIO, LabVIEW, National Instruments, Nl, and ni.com are trademarks of National Instruments. 
Other product and company names listed are trademarks or trade names of their respective companies. 2009 0835 



NATIONAL 
^INSTRUMENTS 



High Power Dual 
Synchronous Boost 




Our LTC®3788 is a new generation dual synchronous boost controller with the performance and features to power high current 
circuits such as fuel injection systems and audio power amplifiers. Its powerful on-chip N-channel MOSFET drivers deliver 
up to 10A of continuous output current per channel to voltages as high as 60V with efficiencies over 95%. The LTC3788's 
synchronous operation ensures superior thermal performance, greatly simplifying mechanical design. 



▼ Features 



Input Voltage: 4.5V to 38V 
- Down to 2.5V After Start-up 

Output Voltage: Up to 60V 

Minimal Input Ripple 

Multiphase Capable for 
Higher Output Current & 
Low Input Ripple 

Up to 97% Efficient 

Standby Quiescent Current: 125yA 

Powerful 1.5ft Gate Drivers 

Rsense or Inductor DCR Sensing 

LTC3787: 2-Phase Single Output 



Minimal Temp Rise in the MOSFETs 
No Heatsink or Air Flow 



▼ Info & Free Samples 




1, 2, 3 & 4 are Top and Bottom MOSFETs 
V|N = 9V,V 0UT = 12V,I 0UT = 8A(96W) 
Max Temp Rise = 43.7°C 



www.linear.com/3788 
1-800-4-LINEAR 




Free DC/DC 
Controllers 
6 ro enure 



www. linearcom/dcdcsolulions 



JIT, LT, LTC, LTM, Linear Technology and the Linear logo are 
registered trademarks of Linear Technology Corporation. All other 
trademarks are the property of their respective owners. 
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